Google 



This is a digital copy of a book that was preserved for generations on Hbrary shelves before it was carefully scanned by Google as part of a project 

to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 

to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 

are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other maiginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 

publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing this resource, we liave taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 
We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain fivm automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attributionTht GoogXt "watermark" you see on each file is essential for informing people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liabili^ can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 

at |http : //books . google . com/| 




Orerdraget af 



^^AOHoV 






^ 



r 



/ 



k 



LONDON COUNTY COUNCIL. 

THE ^1 

LONDON BUILDING ACT, 1894, 

AND 

THE LONDON BUILDING ACT, 1894 
(AMENDMENT) ACT, 1898, 

WITH THE 

BYELAWS AND REGULATIONS 

AT PRESENT IN FORCE 

IN BELATION TO 

BUILDINGS IN LONDON. 



Issued under the authority of the London County Council. 



Pbikted fob the LONDON COUNTY COUNCIL by 

JAMES SEABS AND SONS, 

And may be purchased, either directly or through any 

Bookseller, from 

P. S. KING AND SON, 

6 2 AND 4, GBEAT SMITH-STBEET, VICTOBIA-STBEET, 

WESTMINSTEB, S.W., 

AgeitU for the sale of the Publications of the London County Council. 

No, 535. Price Zs^ or post free 38. S^d. 






CONTENTS. 




The London Building Act, 1894 — page 

Part I. — Introductory ... ... ... ... 2 

Part II. — Formation and widening of streets ... 12 

Part III. — Lines of building frontage ... ... 26 

Part IV. — Naming and numbering of streets ... 30 
Part V. — Open spaces about buildings and height of 

buildings ... ... ... ... ... 33 

Part VI. — Construction of buildings ... ... 47 

Part VII. — Special and temporary buildings and 

wooden structures ... ... ... ... 73 

Part VIII. — Rights of building and adjoining owners 76 

Part IX. — Dangerous and neglected structures ... 92 

Part X. — Dangerous and noxious businesses ... 100 

Part XI,— rDweUing-houses on low-lying land ... 103 

Part XII. — Sky-signs ... ... ... ... 106 

Part XIII.-— Superintending architect and district 

surveyors ... ... ... ... ... 113 

Part XIV. — Byelaws ... ... ... ... 125 

Part XV. — Legal proceedings ... ... ... 128 

Part XVI. — Miscellaneous ... ... ... 137 

First Schedule — Structure of buildings, thickness and 

height of walls ... ... ... ... 158 

Part I. — Buildings not public and not of the ware- 
house class ... ... ... ... 161 

Part II. — Buildings of the warehouse class ... 165 

Do. — Miscellaneous ... ... ... 169 

Second Schedule — Fire-resisting materials ... ... 170 

Third Schedule- 
Fees payable to district surveyors — 

(a) New buildings ... ... ... ... 171 

(6) Additions, alterations, &c. ... ... 172 

(c) Chimneys and flues ... ... ... 173 

(a) Certifying plans ... ... ... 173 

(e) Wooden and temporary structures... ... 173 

(/) Attending at court ... ... ... 174 

Cg) Dangerous structures ... ... ... 174 

(A) Special services... ... ... ... 175 

Fees payable to the Council — 

(a) Dangerous structures ... ... ... 176 

(6) Dilapidated and neglected buildings or 

structures ... ... ... ... 177 

Regulations ... ... ... ... ... 178 

Fourth Schedule— Acts and portions of Acts repealed 

by this Act ... ... ... ... ... 179 



fiHOOyO 



IV CONTENTS. 

PAGE 

The London Building Act, 1894 (Amendment) 

Act, 1898— 182 

Section 1.— Short title ... ... ... ... 183 

Section 2. — To be construed as one Act with 1894 Act 188 

Section 3. — Prescribed distance ... ... ... 183 

Section 4. — Amendment of section 13 of 1894 Act ... 184 
Section 5. — Service of documents in dangerous and 

neglected structure proceedings ... ... 185 

Section 6. — ^Amendment of section 200 of 1894 Act 185 

Section 7. — „ „ „ „ „ 186 
Section 8. — Buildings and premises of the Stock 

Exchange ... ... ... ... ... 186 

Section 9. — Saving for gas companies ... ... 187 

Section 10. — Costs of Act ... ... ... 187 



Byelaws— 

Formation of new streets ... ... * ... 188 

Foundations and sites of buildings, and description 

and quality of the substances of walls ... 192 

Description and quality of substances of which 

plastering is to be made ... ... ... 198 

Regulations— 

As to applications for sanction, consent, &c., under 

the London Building Acts ... ... ... 202 

As to applications for licences to erect dwelling- 
houses on low-lying lands ... ... 211 and 226 

As to appeals to the Tribunal of Appeal ... ... 227 



Appendix I. — Extracts from Factory and Workshop 

Acts as to means of escape in case of fire ... 235 

Statement of Council's usual requirements... ... 243 

Appendix II. — Extracts from Metropolis Management 
and Building Acts Amendment Act, 1878, as to the 
protection from fire of theatres and other places of 
public resort ... ... ... ... ... 251 

Regulations made by the Council ... ... ... 256 

Appendix III. — Byelaws under Public Health 
(London) Act, 1891, with respect to waterclosets, 
earthclosets, &c. ... ... ... 279 and 293 

Byelaws under the Metropolis Management Act, 1855 
(Section 202) for regulating the dimensions, &c., of 
pipes, drains, &c. ... ... ... ... 295 

Note as to draft byelaws under the Metropolis 
Management Acts Amendment (Byelaws) Act, 
1899, as to deposit of plans, &c. ... ... 313 

Jkdex to the London Building Acts ... .., 314 



PREFATOEY NOTE. 



While this Tolume was passing through the press, 
the London Government Act, 1899, came into force. 
This Act contains the following provisions affecting 
the powers and duties of the Council under the London 
Building Acts : — 

(a) The undermentioned powers and duties of the 
London County Council under the London Building 
Acts are transferred to the Metropolitan Borough 
Councils: — (i.) Power under section 84 of the London 
Building Act, 1894, to license the settmg up of 
wooden structures, and power to take proceedings 
for default in obtaining or observing the conditions of 
a licence under that section ; (ii.) power under section 
134 of the London Building Act, 1894, in relation to the 
removal of unauthorised skynsigns, subject in case of 
default to the provisions of the Public Health (London) 
Act, 1891, as if the default were a default under that 
Act; (iii.) powers under section 199 of the London 
Building Act, 1894, which section relates to the removal 
of obstructions in streets. 

(6) The following powers of the London County 
Council will in future be exercised also by the Metro- 
politan Borough Councils : — (i.) power under section 170 
of the London Building Act, 1894, which relates to the 
demolition of buildings in case of the conviction for an 
offence against the Act, or byelaws made under it, the 
power to be exercised only where the Borough Council 
have obtained the conviction; (ii.) power to take pro- 
ceedings in respect of timber or other articles piled, 
stacked, or stored in contravention of section 197 or 
200 (11) (h) of the London Building Act, 1894, the power 
to be exercised only within the borough. 

By an Order in Council, under section ^ of the London 
Government Act, 1899, Fenge has been separated from 
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the County of London and constituted an urban district 
in the County of Kent, but by section 10 of the Penge 
Scheme, 1900, it is provided that the London Building 
Acts, and the byelaws, regulations, &c., of the London 
County Council made thereunder, ^hall continue in force 
in Penge until such date as the Local Government 
Board by order may direct. 

Portions of the County of London known as Clerken- 
well (detached) and Putney (detached) have also been 
taken out of London and added to Hornsey in Middlesex 
and Barnes in Surrey respectively, and the London 
Building Acts and certain other Acts cease to apply to 
such transferred areas. 

The Urban District of South Hornsey, and a small 
detached part of the parish of Mitcham, geographically 
surrounded by the parish of Tooting Graveney, have 
been added to the County of London, and the London 
BuDding Acts now have force within those districts. 

At the end of the volume, following the text of the 
London Building Acts, will be found the byelaw as to 
the formation of streets, approved on 1st May, 1867 ; also 
the byelaw^s as to the foundations and sites of buildings, 
the description and quality of the substances of walls, 
and the deposit of plans and sections, confirmed on 
19th October, 1891; and also the byelaws as to the 
description and quality of the substances of which 
plastering is to be made, confirmed on the last-named 
date, all of which byelaws remain in force under 
section 216 of the Act of 1894. 

Attention is called to the regulations of the Council 
as to applications for sanction or consent under the 
Acts, to the regulations as to dwelling-houses on low- 
lying lands, and to the Regulations of the Tribunal of 
Appeal governing appeals under the Acts to that 
Tribunal. 

For the convenience of those concerned in the erec- 
tion of buildings, there are printed in Appendix I. the 
sections of the Factory and Workshop Acts relating to 
the provision of means of escape in case of fire from 
factories, workshops, &e., together with a statement as 
to the Council's usual requirements in respect thereof. 

The new regulations of the Council, approved on 
30th July, 1901, as to the requirenients for the protec- 
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tion from fire at theatres, houses, rooms, and other 
places of public resort, are added in Appendix II., 
which also contains the sections of the Metropolis 
Management and Building Acts Amendment Act, 
1878, affecting such matters. 

Appendix III. contains the byelaws and the amend- 
ing byelaw made by the Council under the Public 
Health (London) Act, 1891, with respect to water- 
closets, earthclosets, priyies, ashpits, cesspools, and 
receptacles for dung, and the proper accessories there- 
for, &c. These byelaws are enforced by the local 
authorities. There are also inserted the byelaws made 
by the Council, under section 20'2 of the Metropolis 
Management Act, 1855, for regulating the dimensions, 
form, and mode of construction, and the keeping, 
cleansing, and repairing of the pipes, drains, and other 
means of communicating with sewers, and the traps 
and apparatus connected therewith. 

The index refers to the London Building Acts only. 

G. L. GOMME, 

Clerk of the Council 

County Hall, Spring Gardens, 
Attgust, 1901. 
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An Act to consolidate and amend the 
Enactments relating to Streets and 
Buildings in London. [25th August 
1894.] 



WHEREAS enactments relative to 
streets and buildings in the ad- 
ministrative county of London are con- 
tained in the following Acts, viz. : — 



/ , The Metropolitan Build- 

^ ing Act 1844 

The Metropolis Manage- 
ment Act 1866 

The Metropolitan Build- 
ing Act 1866 

The Metropolitan Build- 
ing Act (Amendment) 1860 

The Metropolitan Build- 
ing Amendment Act 1861 

The Metropolis Manage- 
ment Amendment Act 1862 

The Metropolitan Build- 
ing Act 1869 

The Metropolitan Build- 
ing Act 1871 

The Metropolis Manage- 
ment and Building Acts 
Amendment Act 1878 

The Metropolis Manage- 
ment and Building Acts 
(Amendment) Act 1882 

The London Council 
(General Powers) Act 1890 

The London Sky Signs 
Act 1891 

The London County 
Council (General Powers) 
Act 1893 



Public Act. 
Public Act. 
Public Act. 
Public Act. 
Public Act. 
Public Act. 
Public Act. 
Public Act. 
Public Act. 

Public Act. 



Local and Per- 
sonal Act. 

Local and Per- 
sonal Act. 

Local and Per- 
sonal Act. 
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2 The London Building Act, 1894. 

And whereas the existing provisions of 
the said Acts are complicated and in some 
respects doubtful and are insufficient to 
secure the construction and maintenance 
of streets and buildings in a satisfactory 
manner : 

And whereas it will conduce to the 
pubhc convenience that the said Acts 
should be repealed to the extent set forth 
in this Act and that further provisions 
should be made and powers conferred in 
order to secure a proper width and direc- 
tion of streets the sound construction of 
buildings the diminution of the danger 
arising from fire the securing of more light 
air and space round buildings and gene- 
rally with respect to the control and 
regulation of streets and buildings and 
otherwise as in this Act set forth : 

And whereas the purposes aforesaid can- 
not be effected without the authority of 
Parliament : 

May it therefore please your Majesty 
that it may be enacted and be it enacted 
by the Queen's most Excellent Majesty by 
and with the advice and consent of the 
Lords Spiritual and Temporal and Com- 
mons in this present Parliament assem- 
bled and by the authority of the same as 
follows (that is to say) : — 

PART I. 

Introductory. 

Short title. 

I^^Sl/Sf "^^ 1. This Act may be cited as the London 
Amendmeni Building Act 1894. 

Act 1898. 

Division of Act 2. This Act shall be divided into Parts 

into parta. aS f OUOWS : — 

Part I. — Introductory. 
Part II. — Formation and Widening of 
Streets. 
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Part ITI. — Lines of Building Frontage. 

Part IV. — Naming and Numbering of 
Streets. 

Part V. — Open spaces about Buildings 
and Height of Buildings. 

Part VI.— ?)onstruction of Buildings. 

Part VII.— Special and Temporary 
Buildings and wooden Structures. 

Part VIII. — Rights of Building and 
Adjoining Owners. 

Part IX. — Dangerous and Neglected 
Structures. 

Part X. — Dangerous and Noxious Busi- 
nesses. 

Part XI. — Dwelling-houses on Low- 
lying Land. 

Part XII.— Sky Signs. 

Part XIII.— Superintending Architect 
and District Surveyors. 

Part XIV. — Byelaws. 

Part XV. — Legal Proceedings. 

Part XVI. — Miscellaneous. 



3. This Act shall come into operation Commencement 

on and shall take effect from the first day °^ '^^^• 
of January next after the passing thereof 
which date is in this Act referred to as the 
commencement of this Act. 

4. This Act shall save so far as is other- Extent of Act. 
wise provided extend to London and no 
further : 

Provided always that in addition to any 
exemption referring to the Commissioners 
of Sewers contained in this Act nothing 
in this Act contained shall in any way take 
away alter prejudice or affect any of the 
powers privileges exemptions jurisdictions 
or authorities given to or vested in the 
Commissioners of Sewers by or under any 
Act of Parhament and existing immediately 
before the passing of this Act notwith- 
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standing the repeal of the Acts specified in 
the Fourth Schedule hereto. 

Deflnitiong. 6. In this Act unless the context other- 

wise requires — 

(1) The expression "street" means and 
includes any highway and any road 
bridge lane mews footway square court 
alley x>assage whether a thoroughfare or 
not and a part of any such highway 
road bridge lane mews footway square 
court alley or passage. 

(2) The expression "way" includes any 
public road way or footpath not being 
a street and any private road way or 
footpath which it is proposed to con- 
vert into a highway or to form lay out 
or adapt as a street. 

(3) The expression "roadway" in rela- 
tion to any street or way means and 
includes the whole space open for 
traffic whether carriage traffic and foot 
traffic or foot traffic only. 

(4) The term "centre of the roadway" 
means — 

(a) In relation to any street or way 
of which the centre of the roadway 
has been ascertained or defined by 
the Council or the superintending 
architect previously to or after the 
commencement of this A.ct the 
centre of the roadway as so ascer- 
tained or defined ; 

(6) In relation to any street or way 
of which the centre of the roadway 
shall not have been ascertained or 
defined by the Council or the super- 
intending architect where the 
roadway opposite the site of the 
building in question shall since 
the twenty-second day of July one 
thousand eight hundred and 
seTenty-eight have he^i^ wideij^ed 
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the centre of the roadway as exist- 
ing immediately before the date of 
such widening or where it shall 
not have been so widened the 
actual centre of the existing road- 
way : 
For the purpose of any enactment in this 
Act referring to the centre of the roadway 
the superintending architect may at any 
time define the line constituting the centre 
of the roadway in the case of a street 
formed or laid out after the eighteenth day 
of August one thousand eight hundred and 
ninety and the line so defined shall continue 
to be deemed the centre for such purpose 
notwithstanding that the actual centre of 
the roadway may have become altered by 
reason of the roadway having been widened 
either on one side only or' on both sides to 
an unequal extent. 

(5) The expression "the prescribed dis- 
tance" means twenty feet from the 
centre of the roadway where such 
roadway is used for the purpose of 
carriage traflftc and ten feet from the 
centre of the roadw^ay where such road- 
way is used for the purposes of foot 
traffic only. 

(6) The expression *' new building" means 
and includes — 

Any building erected after the com- 
mencement of this Act ; 

Any building which has been taken 
down for more than one half of its 
cubical extent and re-erected or 
commenced to be re-erected wholly 
or partially on the same site after 
the commencement of this Act ; 

Any space between walls and build- 
. ings which is roofed or commenced 
to be roofed after the commence- 
ment of this Act. 

(7) The expression "bressummer" means 
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a wooden beam or a metallic girder 
which carries a wall. 

(8) The expression " level of the ground " 
means the mean level of the ground as 
determined by the district surveyor or 
in the event of disagreement by the 
superintending architect or on appeal 
by the tribunal of appeal. 

(9) The expression " foundation " applied 
to a wall having footings means the 
solid ground or artificially formed sup- 
port on which the footings of the wall 
rest but in the case of a wall carried 
by a bressummer means such bres- 
summer. 

(10) The expression " base " applied to a 
wall means the underside of the course 
immediately above the footings if any 
or in the case of a wall carried by a 
bressummer above such bressummer. 

(11) The expression "ground storey" 
means that storey of a building to 
which there is an entrance from the 
outside on or near the level of the 
ground and where there are two 
such storeys then the lower of the 
two: 

Provided that no storey of which the 
upper surface of the floor is more than 
four feet below the level of the adjoin- 
ing pavement shall be deemed to be 
the ground storey. 

(12) The expression "basement storey" 
means any storey of a building which 
is under the ground storey. 

(13) The expression "first storey" means 
that storey of a building which is next 
above the ground storey the successive 
storeys above the first storey being the 
second storey the third storey and so 
on to the topmost storey. 

(14) The expression "topmost storey" 
means the uppermost storey in a build- 
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ing whether constructed wholly or 
partly in the roof or not. 
(16) The expression "external wall" 
means an outer wall or vertical enclo- 
sure of any building not being a party 
wall. 

(16) The expression " party wall " 
means — 

(a) A wall forming part of a building 
and used or constructed to be used 
for separation of adjoining build- 
ings belonging to different owners 
or occupied or constructed or 
adapted to be occupied by differ- 
ent persons ; or 

(6) A wall forming part of a build- 
ing and standing to a greater 
extent than the projection of the 
footings on lands of different 
owners. 

(17) The expression " cross wall " means 
a wall used or constructed to be used 
in any part of its height as an inner 
wall of a building for separation of one 
part from another part of the building 
that building being wholly in or being 
constructed or adapted to be wholly in 
one occupation. 

(18) The expression "party fence wall" 
means a wall used or constructed to be 
used as a separation of adjoining lands 
of different owners and standing on 
lands of different owners and not being 
part of a building but does not include 
a wall constructed on the land of one 
owner the footings of which project 
into the land of another owner. 

(19) The expression "party arch" means 
an arch separating adjoining buildings 
storeys or rooms belonging to different 
owners or occupied or constructed or 
adapted to be occupied by different 
persons or separating a building from 
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a public way or a private way leading 
to premises in other occupation. 

(20) The expression "party structure" 
means a party wall and also a parti- 
tion floor or other structure separating 
vertically or horizontally buildings 
storeys or rooms approached by 
distinct staircases or separate en- 
trances from without. 

(21) The expression "height "in relation 
to any building means the measure- 
ment taken from the level of the foot- 
way (if any) immediately in front of 
the centre of the face of the building 
or (where there is no such footway) 
from the level of the ground before 
excavation to the level of the top of 
the parapet or where there is no 
parapet to the level of the top of the 
external wall or (in the case of gabled 
buildings) to the base of the gable. 

(22) The expression " area " applied to a 
building means the superficies of a 
horizontal section thereof made at the 
point of its greatest surface inclusive 
of the external walls and of such 
portions of the party walls as belong 
to the building. 

(23) The expression " square " applied to 
the measurement of the area of a 
building means the space of 100 super- 
ficial feet. 

(24) The expression "cubical extent" 
applied to the measurement of a 
building means the space contained 
within the external surfaces of its 
walls and roof and the upper surface 
of the floor of its lowest storey. 

(25) The expression "dwelling house" 
means a building used or constructed 
or adapted to be used wholly or princi 
pally for human habitation. 

(26) Tne expression " domestic building 
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includes a dwelling house and any other 
building not being a public building or 
of the warehouse class. 

(27) The expression ''public building ^^ The expresHon 
means a building used or constructed I'^.Vjf^ „ ,_ 

j.j.^ J -L-L ouuaing also 

or adapted to be used as a church means the 
chapel or other place of public worship buildings and 
or as a school college or place of instruc- ^^^^ii^iari^e 
tion (not being merely a dwelhng-house within the aty 
so used) or as a hospital workhouse %^f^^on ^ o* 
public theatre public hall public concert the Ainendmemt 
room public ball-room public lecture- -^cf i898.) 
room pubhc Hbrary or public exhibi- 
tion-room or as a pubHc place of 
assembly or used or constructed or 
adapted to be used for any other public 
purpose also a building used or con- 
structed or adapted to be used as an 
hotel lodging-house home refuge or 
shelter where such building extends to 
more than two hundred and fifty thou- 
sand cubic feet or has sleeping accom- 
modation for more than one hundred 
persons. 

(28) The expression "building of the 
warehouse class" means a warehouse 
factory manufactory brewery or distil- 
lery and any other building exceeding 
in cubical extent one hundred and fifty 
thousand cubic feet which is neither a 
public building nor a domestic building. 

(29) The expression " owner " shall apply 
to every person in possession or receipt 
either of the whole or of any part of the 
rents or profits of any land or tenement 
or in the occupation of any land or tene- 
ment otherwise than as a tenant from 
year to year or for any less term or as 
a tenant at will. 

(30) The expression " occupier " does not 
include a lodger and "occupy" and 
"occupation" do not refer to occupa- 
tion by a lodger. 
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(31) The expression "building owner" 
means such one of the owners of adjoin- 
ing land as is desirous of building or such 
one of the owners of buildings storeys 
or rooms separated from one another 
by a party wall or party structure as 
does or is desirous of doing a work 
affecting that party wall or party 
structure. 

(32) The expression "adjoining owner" 
means the owner or one of the owners 
and "adjoining occupier" means the 
occupier or one of the occupiers of land 
buildings storeys or rooms adjoining 
those of the building owner. 

(33) The expression " builder " means 
the person who is employed to build 
or to execute work on a building or 
structure or where no person is so 
employed the owner of the building 
or structure. 

(34) The expression " superintending 
architect" means the superintending 
architect of metropolitan buildings for 
the time being. 

(36) The expression " district suiTeyor " 
means every such surveyor who is 
appointed in pursuance of this Act or 
whose appointment is hereby con- 
firmed and shall include any deputy 
or assistant surveyor appointed under 
this Act. 

(36) The expression " fire-resisting mate- 
rial " means any of the materials and 
things described in the Second Schedule 
to this Act. 

(37) The expression " inhabited " applied 
to a room means a room in which some 
person passes the night or which is 
used as a living room including a room 
with respect to which there is a pro- 
bable presumption (until the contrary 
is shown) that some person passes the 
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night therein or that it is used as a 
living room. 

(38) The expression " habitable " applied 
to a room means a room constructed or 
adapted to be inhabited. 

(39) Tlie expression " the Metropolis 
Management Acts " means the Metro- 
polis Management Act 1855 and the 
Acts amen(&ng the same or any one 
or more of those Acts. 

(40) The expression "London" means 
the administrative county of London. 

(41) The expression " the Council " means 
the London County Council. 

(42) The expression "local authority" 
means the vestry or district board of 
works under the Metropolis Manage- 
ment Acts within whose parish or dis- 
trict the building structure place land or 
thing referred to is or will be or in the 
City the Commissioners of Sewers or in 
the parish of Woolwich the Woolwich 
Local Board of Health. 

(43) The expression "the City" means 
all parts now within the jurisdiction of 
the Commissioners of Sewers. 

(44) The expression "Corporation "means 
the mayor aldermen and commons of 
the City of London. 

(45) The expression " Guildhall " means 
the land offices courts and buildings 
commonly called the Guildhall and the 
offices courts and buildings adjoining 
or appurtenant thereto which now are 
used by or may hereafter be erected 
for the use of the Corporation or of 
any committee commission or society 
appointed by them. 

(46) The expression "Commissioners of 
Sewers " means the Commissioners of 
Sewers of the City of London. 

(47) The expression "the tribunal of 
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appeal " means the tribunal of appeal 
constituted by this Act. 



As to making 
streets. 



Sanction to 
formation of 
new streets. 



Bvldence of 
commencement 
of street. 



PART II. 
Formation and Widening of Streets. 

6. From and after the commencement of 
this Act streets shall not be made and ways 
shall not be widened altered or adapted so 
as to form streets otherwise than subject 
to and in accordance with the prorisions 
set forth in this Part of this Act Provided 
that this Act shall not affect the powers of 
any local authority to widen alter or improve 
any street. 

7. Before any person commences to form 
or lay out any street whether intended to 
be used for carriage traffic or for foot 
traffic only such person shall make an 
apphcation in writing to the Council for 
their sanction to the formation or laying 
out of such street either for carriage traffic 
or for foot traffic (as the case may be) : 

Every such application shall be accom- 
panied by plans and sections with such 
particulars in relation thereto as may be 
required by printed regulations issued by 
the Council and the Council shall forthwith 
communicate every such application to the 
local authority : 

And no person shall commence to form 
or lay out any street for carriage traffic or 
for foot traffic without having obtained the 
sanction of the Council. 

8. For the purposes of this Part of this 
Act a person shall be deemed to commence 
to form or lay out a street if he erect a 
fence or other boundary or lay down lines 
of kerbing or level the surface of the ground 
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so as to define the course or direction of a 
street or if he form the foundations of a 
house in such manner and in such position 
as that such house will or may become one 
of three or more houses abutting on or 
erected beside land on which a street is 
intended to be or may be thereafter laid 
out or formed Provided that no person 
shall be deemed to commence to form or lay 
out a street if he do any of the acts in this 
section mentioned for some purpose other 
than that of forming or laying out a street. 

9. In any of the cases following but in no Grounds for 
other case (that is to say) :— ILction plans 

(1) "Where any street is proposed to be of street*, 
formed or laid out for carriage traffic 
without being of or being widened to 

the full width of forty feet clear or such 
other width as may be required under 
the provisions of this Act ; 

(2) "Where any street is proposed to be 
formed or laid out for foot traffic only 
without being of or being widened to 
the full width of twenty feet clear ; 

(3) Where any street exceeding sixty feet 
in length or any street not exceeding 
sixty feet in length of which the length 
is greater than the width is proposed 
to be formed or laid out without being 
open at both ends from the ground 
upwards ; 

(4) Where any street not being within 
the City is proposed to be formed or 
laid out in such manner that such 
street will not at and from the time of 
forming and laying out the same afford 
direct communication between two 
streets such two streets being (where 
it is intended to form or lay out such 
street for carriage traffic) streets formed 
and laid out for carriage traffic ; 

(5) Where it is proposed to form or lay 
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out any street not being within the 
City for foot traffic only and it appears 
to the Council that such street should 
not be formed or laid out for foot 
traffic only or that such street should be 
formed or laid out for foot traffic only 
subject to conditions ; 

(6) Where the street is proposed to be 
formed or laid out for carriage traffic 
with any gradient steeper than one in 
twenty ; 

(7) Where it is proposed to form or lay 
out any street in such manner as to be 
in contravention of any byelaw of the 
Council ; 

it shall be lawful for the Council by order 
at any time within the period of two months 
after the receipt of the application to refuse 
to sanction or to sanction subject to such 
conditions as they may by such order pre- 
scribe the formation or laying out of such 
street for carriage traffic or for foot, traffic 
only as the case may be provided that the 
Council shall within such period give notice 
to the applicant of such order stating fully 
all their reasons for such refusal or the 
imposition of such conditions as the case 
may be : 

Provided that if within the said period of 
two months the Council fail to give notice 
of their refusal to sanction the formation 
or laying out of such street or of their dis- 
approval of any such plan or section they 
shall be deemed to have given their sanc- 
tion thereto. 

Adaptation of 10.— (1) Before any person commences— 
waya for streets. («) To adapt f or Carriage traffic any street 

or way not previously so adapted or to 
use or permit to be used for carriage 
traffic any street or way not previously 
so adapted ; 
(b) To adapt as a street for foot traffic 
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only or as a public footway any way 

not preyiously so adapted ; 
such person shall make an application in 
writing to the Council for their sanction 
thereto and such application shall be 
accompanied by plans and sections and 
such particulars in relation thereto as may 
be required by printed regulations issued 
by the Council and the Council shall forth- 
with communicate every such application 
to the local authority and no person shall 
commence to execute any such work 
without having obtained the sanction of 
the Council. 

(2) Within two months after the receipt 
of any such application the Council shall 
either sanction the plans and sections or 
give notice to the applicant of their dis- 
approval thereof stating fully all their 
reasons for such disapproval Provided that 
if within the said period of two months the 
Council fail to give notice of their disap- 
proval of any such plan or section they 
shall be deemed to have given their sanc- 
tion thereto. 

(3) A person shall be deemed for the 
purposes of this Part of this Act to com- 
mence to execute a work within the mean- 
ing of this section if he erect a fence or 
other boundary or lay down lines of kerbing 
or level the surface of the ground so as to 
define the course or direction of a work 
within the meaning of this section or if he 
form the foundations of a house in such 
manner and in such position as that such 
house will or may become one of three or 
more houses abutting on or erected beside 
land on which a street is intended to be or 
may be thereafter laid out or formed Pro- 
vided that no person shall be deemed to 
commence to execute a work within the 
meaning of this section if he do any of the 
acts in this sub-section mentioned for some 
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purpose other than that of executing a work 
within the meaning of this section. 

(4) Before any person commences to 
widen on either side to a less extent than 
the prescribed distance any part of a street 
or way which (being adapted for carriage 
traffic) is less than forty feet in width or 
(being adapted for foot traffic only) is less 
than twenty feet in width he shall give 
notice in writing to the Council accom- 
panied by a plan showing the extent of the 
proposed widening and no person shall 
commence to execute any such widening 
until after the expiration of two months 
from the date of such notice unless with 
the previous sanction of the Council. 



ways for streets. 



Grounds for H. In any of the cases following but in no 

adaptation of (J) Whenever it is proposed to adapt for 

carriage traffic any street or way (not 
previously so adapted) where there are 
houses or buildings either on both sides 
thereof or only on one side thereof 
without a distance of at least twenty 
feet clear being left between the centre 
of the roadway and the nearest external 
wall of the houses or buildings on the 
side of the street or way to which the 
measurement is taken or (if there be 
forecourts or other spaces left between 
such external wall and the roadway) 
without there being a distance of at 
least twenty feet clear between the 
centre of the roadway and the external 
fences or boundaries of such forecourts 
or other spaces ; 
(2) Where it is proposed to adapt as a 
street for foot traffic only or as a public 
footway any way not previously so 
adapted without the same being of 
or being widened to the full width of 
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twenty feet clear measured as afore- 
said; 

(3) Where any such adaptation would 
result in the formation of a street 
exceeding sixty feet in length or a 
street not exceeding sixty feet in 
length of which the length is greater 
than the width and in either case not 
being open at both ends from the 
ground upwards; 

(4) Where any such adaptation would 
result in the formation of a street not 
being within the City and not afford- 
ing direct communication between two 
streets such two streets being (where 
it is intended to form or lay out such 
street for carriage traific) streets 
formed and laid out for carriage traflftc ; 

(6) Where the adaptation will result in 
the formation or laying out of a street 
not being within the City for foot 
traffic only and it appears to the 
Council either that such street should 
not be formed or laid out for foot traffic 
only or that such street should be 
formed or laid out for foot traffic only 
subject to conditions; 

(6) Where the adaptation would result in 
the formation of a street for carriage 
traffic with any gradient steeper than 
one in twenty ; 

(7) Where the adaptation is proposed to 
be made in such a manner as to be in 
contravention of any byelaw of the 
Council ; 

it shall be lawful for the Council by order 
at any time within the said period of two 
months after the receipt of the application 
to refuse to sanction or to sanction (subject 
to such conditions as they may by such 
order prescribe) the adaptation proposed 
by the application Proyided that the 
Council shall within such period give notice 

B 
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to the applicant of such order stating fully 
all their reasons for such refusal or the im- 
position of such conditions as the case may 
be Provided also that if within the said 
period of two months the Council fail to 
give notice of their refusal to sanction such 
adaptation or of their sanction of the adap- 
tation subject to conditions they shall be 
deemed to have given their sanction 
thereto. 

S'^^^eet m'^^^b ^^' ^ ^^^ ^^^® where it is intended- 
required uT^ ^ («) To form or lay out any street not 
cei tain cases. being within two riiiles of Saint Paul's 

Cathedral for carriage traffic; 
(6) To adapt or permit to be used for 
carriage traffic any street or way (not 
being within two miles of Saint Paul's 
Cathedral) not previously so adapted; 
and the Council shall deem it expedient in 
the public interest that the street or way 
should by reason of its length or import- 
ance or in consequence of its forming or 
being so situate as to be likely to form part 
of an important line of. communication or 
for other sufficient reason be of a greater 
width than forty feet clear they may make 
it a condition of their sanction that the 
street or way shall be throughout or in 
such part as they may direct of a greater 
width than forty feet but nothing in this 
section shall authorise the Council to re- 
quire a greater width than sixty feet: 

And before requiring that any street or 
way shall be wider than forty feet the 
Council shall give notice of their intention 
to the local authority in order that the 
local authority if they think fit may make 
a representation to the Council. 

Position of new 13. — (1) No person shall erect any new 
buildings with building or new structure or any part thereof 
BtTTOte.^ ° or extend any building or structm^e or any 
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part thereof in such manner that any ex- 
ternal wall of any such building or struc- 
ture or (if there be a forecourt or other 
space between such external wall and the 
roadway) any part of the external fence or 
boundary of such forecourt or other space 
shall without the consent in writing of the 
Council be in any direction at a distance 
less than the prescribed distance from the 
centre of the roadway of any street or way 
(being a highway). 

(2) Where the Council after consulting the 
local authority shall deem it expedient in the 
public interest either by reason of the length 
or importance of the street or way or by 
reason of the street or way forming or being 
so situate as to be likely to form part of an 
important line of communication or for 
other sufficient reason that the prescribed 
distance from the centre of the roadway of 
any such street or way should where such 
roadway is used for the pm^pose of carriage 
traffic be greater than twenty feet it shall 
be lawful for the Council to determine that 
the prescribed distance shall be such greater 
distance not exceeding thirty feet from the 
centre of the roadway of such street or way 
on either side or both sides as the Council 
shall see jfit to determine This sub-section 
shall not apply to any street or way within 
two miles of Saint PauFs Cathedral. 

(3) In case the person intending to erect 
form or extend any such building structure 
forecourt or space shall be dissatisfied with 
the determination of the Coimcil that the 
prescribed distance shall be greater than 
twenty feet from the centre of the roadway 
he may appeal to the tribunal of appeal 
against such determination of the Council. 

(4) The Council may in any case where 
they think it expedient consent to the 
erection formation or extension of any 
building structure forecourt or space at a 
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distance less than the prescribed distance 
from the centre of the roadway of any such 
street or way and at such distance from 
the centre of such roadway and subject to 
such conditions and terms (if any) as they 
may think proper to sanction Provided 
that the giving of such consent by the 
Council shall not in any way affect any 
rights of the owners of adjoining land 
Before giving such consent the Council 
shall communicate to the local authority 
their intention to give^the same Any per- 
son dissatisfied with the determination of 
the Council under this sub-section may 
appeal to the tribunal of appeal. 

(6) Provided that where any person in- 
tends to alter or re-erect a building or 
structure existing either at the commence- 
ment of this Act or at any time within 
seven years previously and which shall not 
be or shall not have been in conformity 
with the provisions of this section relating 
to new buildings and structures such per- 
son may cause to be prepared plans showing 
the extent of such building or structure (or 
in the event of such building or structure 
having ceased to exist before the com- 
mencement of this Act or having been 
accidentally destroyed the best plans avail- 
able under all the circumstances of the 
case) and the extent of the forecourt or 
other open space (if any) between any ex- 
ternal wall of such building or structure 
and the roadway and may cause such plans 
to be submitted to the district surveyor 
who shall (if reasonably satisfied with the 
evidence of their accuracy) certify the same 
under his hand and such certificate shall be 
taken to be conclusive evidence of the cor- 
rectness of the plans Thereupon it shall 
be lawful for such person to alter or re- 
erect such building or structure but so that 
no land within the prescribed distance 
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shall be occupied by the re-erected build- 
ing or structure or the forecourt or such 
other open space as aforesaid (if any) ex- 
cept that which was occupied within the 
prescribed distance by the previously exist- 
ing building structure forecourt or open 
space : 

If such person should fail to submit such 
plans to the district surveyor or the dis- 
trict surveyor or tribunal of appeal should 
refuse to certify the accuracy of the same 
such person shall in altering or rebuilding 
the said building or structure be bound by 
the preceding provisions of this section in 
all respects as though no building or struc- 
ture had previously existed upon the land 
within the period aforesaid Provided 
always that no dwelling-house to be in- 
habited or adapted to be inhabited by per- 
sons of the working class shall without the 
consent of the Council be erected or re- 
erected within the prescribed distance to ^ A^^f^^^ ,^ 
height exceeding the distance of the front section ^'ofthe^ 
or nearest external wall of such building Ammdment 
from the opposite side of such street and ^^^ ^^^'^ 
that no building or structure shall be con- 
verted into such dwelling-house within the 
prescribed distance so as to exceed such 
height : 

Provided that this section shall not pre- 
vent the re-erection of any such dwelling- 
house erected previously to the passing of 
this Act by a local authority. 

(6) Nothing in this section shall affect 
the exercise of any powers conferred upon 
any railway company by any special Act of 
Parliament for railway purposes. 

14. In every case where any neiv building Notice to 
or new structure is erected at a distance in ^^eding^*^^ 
any direction from the centre of the roadway section. 
of any street or way less than the distance 
permitted under this Part of this Act or 
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contrary to the conditions and terms (if any) 
subject to which the Council or the tribunal of 
appeal has sanctioned the erection of such 
building the Council may serve a notice 
upon the owner or occupier of the said 
building or structure or upon the builder re- 
Repealed. (See quiring him to cause such building struc- 
Am^ment^^^ ^^^^ forecourt or space or any part thereof 
Act 1898.) to be set back so that every part of any ex- 

ternal wait of such building or structure or 
of the external fence or boundary of such 
forecourt or space shall be at a distance in 
every direction from the centre of the road- 
way of such street or way not less than the 
distance so permitted and shall be in ac- 
cordance with such conditions and terms (if 
any) as the Council or the tribunal of 
appeal may have prescribed, 

Astocompen- ^5^ jn any case where — 
satu^n in certain ^^j rj^^ Oouncil under this Part of this 

Act make it a condition of their sanc- 
tion to — 
(a) the formation or laying out of 
any street for carriage traffic over 
land which either at the com- 
mencement of this Act or at any 
time within seven years previously 
has or shall have been occupied by 
buildings or by market garden ; or 
(6) the adaptation or use for carriage 
traffic of any street or way not 
previously so adapted or used 
that the street or way shall be through- 
out or in any part of a greater width 
than forty feet ; or 
(2) The Council determine that the pre- 
scribed distance from the centre of the 
roadway shall be greater than twenty 
feet; 
the Council shall be liable to pay to the 
owner of land or buildings required for 
such greater width or such greater pre- 
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gcribed distance compensation for the loss 
or injury (if any) sustained by him by such 
requirement The amount of such compen- 
sation if not agreed within two months 
from the time of such condition being 
made or determination arrived at may (un- 
less the Council waive the condition or 
determination) be recovered in a summary 
manner except where the amount of com- 
pensation claimed exceeds fifty pounds in 
which case the amount thereof shall be 
settled by arbitration according to the 
provisions contained in the Lands Clauses 
Acts which are applicable where questions 
of disputed compensation are authorised 
or Required to be settled by arbitration and 
for that purpose those Acts so far as applic- 
able shall be deemed to be incorporated 
with this Act : 

Provided always that within two months 
from the time of such condition or deter- 
mination being made or arrived at if the 
amount of such compensation has not been 
settled before the expiration of such time 
it shall be lawful for the Council to waive 
such condition or determination Provided 
also that if the Council waive such condi- 
tion or determination they shall pay to the 
owner the reasonable costs charges and 
expenses incurred by him in consequence 
of such condition or determination and in 
connexion with the negotiations for the 
settlement of the amount of compensation : 

For the purpose of this section the ex- 
pression "owner" has the same meaning 
as in the Lands Clauses Acts. 

16. Where after the commencement of a.« to erection 

thin Apf of buildings at 

(i) any new building or structure is f?Sl^entre*Sr 
erected or commenced in such manner ways not being 

that — highwayi. 
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(a) any part of any external wall of 
any such building or structure ; or 
if there be between such external wall 
and the roadway any forecourt or 
other space — 
(6) any part of the external fence or 
boundary of such forecourt or 
space 
is or will be in any direction distant 
from the centre of the roadway of any 
way (not being a highway) less than 
the prescribed distance or less than 
such other distance as may have been 
sanctioned by the Council or the tri- 
bunal of appeal ; or 

(ii) Any conditions or terms subject -to 
which the sanction of the Council or 
the tribunal of appeal in relation to 
any such building structure forecourt 
or space was obtained have not been 
complied with ; or 

(iii) The time during which such sanction 
was limited to continue has expired ; 
the way shall not become a highway ex- 
cept subject to the following provisions : — 

(i) A written notice shall be served upon 
the Council of the proposal to make 
the way a public highway ; 

(ii) The Council may at any time within 
two months after the receipt of such 
notice serve a notice upon the owner 
of such building structure forecourt or 
space or the builder requiring him to 
cause the same or any part thereof to 
be set back so that every part of any 
external wall of such building or 
structure or of the external fence or 
boundary of such forecourt or space 
shall be in every direction at a distance 
not less than the prescribed distance 
from the centre of the roadway of such 
way or at such distance and according 
to such conditions and terms (if any) 



(57 and 58 Victoria^ chapter ccxiii.) 35 

as the Council or the tribunal of appeal 
may have sanctioned and prescribed; 
(iii) Unless and until such first-men- 
tioned notice has been given to the 
Council and such last-mentioned notice 
(if any) has been complied with the 
way shall not become a highway : 
Provided that this section shall not affect 
the erection or extension of any building or 
structure within the limits of any area 
which may have been lawfully occupied by 
any building or structure at any time 
within two years before the twenty-second 
day of July one thousand eight hundred 
and seventy-eight or the erection or ex- 
tension of any building or structure law- 
fully in course of erection or extension on 
the said twenty-second of July. 

17. The Council may sanction the erec- Sanction to con- 

,. c 1- 'ij' i. i. A. Btructionof new 

tion of any new building or structure at buildings at less 
any less distance than the prescribed dis- than preecwbeii 
tance from the centre of the roadway of <^**^**»**- 
any way (not being a highway) to be 
specified in such sanction or the continu- 
ance of any new building or new structure 
erected at such less distance or the con- 
tinuance thereof for a limited time only to 
be specified in such sanction in such cases 
and subject to such terms and conditions 
(if any) as they may think proper And 
any such sanction may be framed in such 
manner as to apply to all new buildings in 
any such way or any part thereof Pro- 
vided that the giving of such sanction by 
the Council shall not in any manner affect 
any rights of the owners of adjoining land. 

18. Copies of the printed regulations of Regulations to 
the Council issued for the purposes of this sSp^iied; 
Part of this Act shall be kept at the county 

hall and supplied at all reasonable times 
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without charge to any applicants for the 
same. 



Appeal. 



As to private 
roads laid out 
by a railway 
company. 



Exempting 
certain Scnool 
Board 
buildings. 



19. Whenever any applicant under Part 
II. of this Act for the sanction of the Coun- 
cil to the formation or laying out of a street 
or the adaptation of a street or way for 
carriage or foot traffic or for the certificate 
of a district surveyor is dissatisfied with the 
refusal or conditional grant of such sanction 
or with any condition imposed by the Council 
or with the refusal of such certificate as afore- 
said he may appeal to the tribunal of 
appeal. 

20. Nothing in this Part of this Act shall 
extend or apply to any private road formed 
or laid out by a railway company and used 
as an approach to a station or station yard 
or as an approach to land used for railway 
purposes. 

21. Notwithstanding anything in this 
Act any buildings to be erected upon any 
lands now belonging to the School Board 
for London or over which they have powers 
of compulsory purchase or may acquire such 
powers in the present session of Parliament 
may be erected in accordance with the pro- 
visions of any Act in force immediately 
before the passing of this Act. 



Mode of pro- 
ceeding with 
regard to build- 
ings beyond 
line of street. 



PART III. 

Lines of Building Frontage. 

22. — (1) No building or structure shall 
without the consent in writing of the 
Council be erected beyond the general 
line of buildings in any street or part of a 
street place or row of houses in which the 
same is situate in case the distance of such 
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line of buildings from the highway does not 
exceed fifty feet or within fifty feet of the 
highway when the distance of the line of 
buildings therefrom amounts to or exceeds 
fifty feet notwithstanding there being gar- 
dens or vacant spaces between the line of 
buildings and the highway Such general 
line of buildings shall if required be defined 
by the superintending architect by a cer- 
t^cate such certificate to be issued within 
one month from the date of the application 
therefor. 

(2) This section shall not apply to any 
building or structure erected after the 
commencemeu/t of this Act upon land 
which eitlier at the commencement of this 
Act or at any time within seven years pre- 
viously has or shall have been lawfully 
occupied by a building or structure. 

23. — (1) In case any building or struc- Buildings pro- 
ture which shall in any part thereof pro- |.^erai Unr"^ 
ject beyond the general line of buildings in when taken 
a street or beyond the front of the building ^own to be set 
wall or railing on either side thereof shall '"^ ' 
at any time be taken down to an extent 
exceeding one half of the cubical extent 
of such building or structure or shall be 
destroyed by fire or other casualty or 
demolished pulled down or removed from 
any other cause to the extent aforesaid it 
shall be lawful for the Council to require 
the same building or structure or any new 
building or structure proposed to be erected 
on the site or any part of the site thereof 
to be set batik to such a line and in such a 
manner as the Council shall direct. 

(2) The Council shall make compensation 
to the owner of such building for any damage 
and expenses which he may sustain and 
incur thereby and the amount of such com- 
pensation if not agreed between the Council 
and the parties concerned shall be recovered 
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in a summary manner except where the 
amount of compensation claimed exceeds 
fifty pounds in which case the amount 
thereof shall be settled by arbitration 
according to the provisions contained in 
the Lands Clauses Acts which are applic- 
able where questions of disputed compen- 
sation are authorised or required to be 
settled by arbitration and for that purpose 
those Acts so far as applicable shall be 
deemed to be incorporated with this Act 
For the purpose of this section the expres- 
sion " owner " has the same meaning as in 
the Lands Clauses Acts. 



Notices of 
definition of 
general line. 



24. The superintending architect shall 
within fourteen days after the issue of the 
certificate defining the general line of build- 
ings in any street or part of a street place 
or row of houses cause a notice of his cer- 
tificate to be served on the local authority 
and on the owner of the buUding or land to 
which the certificate relates and on the 
owner of the houses in the same block or 
row within a distance not exceeding fifty 
yards on either side of the building or land 
to which the certificate relates or where 
there is no such block or row upon the 
owner of the adjoining land on either side 
of the building or land to which the certifi- 
cate relates Certificates made by the 
superintending architect under this Part 
of this Act shall be presers^ed by the 
Council and be open to inspection at all 
reasonable times by all persons desiring to 
inspect the same. 



Appeal against 25. The local authority or any person 
archi*teot*as^to ^^^^^^"^ himsclf aggrieved by the certifi- 
gSierai line. ° cate of the Superintending architect may 
appeal to the tribunal of appeal. 
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26. In giving their consent for the Conditions may 
erection of any building or structure ^jf^JJJ ^^ ^ 
beyond the general line of buildings in b^uidi" g ?n 
any street or part of a street place or row front of 

of houses the Council may attach any con- fif®"®*"*^ ""®- 
ditions to such consent and such conditions 
may include any or all of the conditions 
following viz.: — 

(1) That land in front of the building or 
structure to such an extent as the 
Council may think proper shall be 
dedicated to and left open for the use 
of the public : 

(2) That the building or structure shall 
be used only for such purposes as may 
be specified in the consent or shall not 
be used for any particular purposes 
specified in the consent unless with the 
further consent of the Council obtained 
when a change of purpose is desired : 

And generally any other condition which 
the Council may deem it expedient to 
impose in the public interest. • 

27. The consent by the Council to the Consent not to 
erection of any building or structure gfiSera^Une. 
beyond the general line of buildings in 

any part of a street or the erection of 
such building or structure shall not be 
deemed to affect or alter in that or any 
other part of the street the general line 
of buildings as existing at the time of such 
consent. 

28. The Council shall keep a register of KcKister of con- 
all conditional consents given by them ggntTto tws^kept 
under this Part of this Act and shall keep and open for 
the same open for inspection by all persons inspection, 
interested at all reasonable times. 

29. The superintending architect shall if ^?^P*^ *^ 
required by the Council the local authority buikUug^or * 
or any person interested for the purposes structure is 
of this Part of this Act determine in any ^^t"*^^' 
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case in what street or streets a building or 
structure is situate such determination to 
be evidenced by his certificate Any person 
aggrieved by such certificate may appeal to 
the tribunal of appeal. 

Part of Actnot 30. This part of this Act shall not apply 

Certain po^rs 31. Nothing in this Part of this Act ehsM 
paniesnS^™ affect the exercise of any powers conferred 
affected by thia upon any railway company by any special 
part of Act. ^^^ ^f Parliament for railway purposes. 



Notice of new 
name of street. 



PART lY. 

Naming and Numbbbing of Streets. 

32. Before any name is given to any 
street notice of the intended name shall 
be given to the Council and the Council 
may by notice in writing given to the 
X)er8on by whom notice of such intended 
name has been given to them at any time 
within one month after receipt of such 
notice object to such intended name and it 
shall not be lawful to set up any name to 
any street in London until the expiration of 
one month after notice thereof has beep 
given as aforesaid to the Council or to set 
up any name objected to as aforesaid. 



loc'fd authority. 



AflixinK names 33. The local authority shall and may 
of streets i)y causc the name of every street to be painted 
or affixed on a conspicuous part of some 
house or building at or near each end or 
entrance to such street or some other con- 
venient part of the street and shall renew 
such name whenever it may be obliterated 
or defaced. 
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M. The Council may by order alter the Altering names 
name of any street to any other name which °^ streets. 
to the Council may seem fit. 

35. One month before making an order Notice of 
altering the name of a street the Council of^^treetsl""*'* 
shall notify their intention of making such 
alteration to the local authority and shall 
also cause notice of their intention to be 
posted at each end of the street or in some 
conspicuous position in the street or at the 
option of the Council to be notified by 
circular delivered at every house in the 
street. 

Every such notice shall state that the 
order altering the name of the street may 
be issued on or after a day to be therein 
named if no objection in writing to the 
proposed alteration be given to the 
Council. 

« 

36.— (1) The Council may order that any Numbering 
houses or buildings in any street or way or ^^^' 
any part thereof shall for the purpose of 
distinguishing the same be marked with 
such numbers as they shall deem con- 
venient for that purpose and which they 
shall specify in their order in that behalf. 

(2) Whenever the Council have made 
any such order they shall transmit a copy 
thereof to the local authority and it shall 
be the duty of the local authority to per- 
form all necessary acts and to take all 
requisite proceedings for carrying the 
order of the Council into execution. 

(3) The local authority shall give notice 
to the owners or occupiers of the houses 
and buildings in such street or way to 
mark their several houses and buildings 
with such numbers as the Council shall 
have ordered and to renew the numbers 
of such houses or buildings as often as they 
are obliterated or defaced. 
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(4) If any occupier of any such house or 
building neglect for one week after notice 
from the local authority to mark such house 
or building with such number as shall be 
mentioned and required in such notice the 
local authority may and shall cause such 
number to be so marked or renewed and 
recover the expenses thereof from the 
owner or occupier of such house or build- 
ing in a summary manner. 

Power to 37, Whenever the Council have trans- 

name^and' mitted a copy of any order made by them 
number streets in pursuance of the provisions of this Part 

locaf aSthoritv ^^^^ ^^^ *^ ^^^ loGdl authority and such 
compiyiug with local authority have for the space of three 
order. months after the receipt of such order 

failed to perform all or any of the neces- 
sary acts or to take all or any of the 
requisite proceedings for carrying such 
order into execution then and in every 
such case the Council may perform all or 
any of such necessary acts or take all or 
any of such necessary proceedings which 
the local authority have failed to perform 
or take and the Council may exercise all 
the rights powers authorities and jurisdic- 
tion of a local authority with respect 
thereto including the recovery of expenses 
from owners of houses and buildings. 



Itegister to be 
kept of alterftr 
tioiis in names 
of streets. 



38. The Council shall keep a register of 
all alterations made by them in the names 
of streets and in the numbers of the houses 
therein and such register shall be kept in 
such form as to show the date of every 
such alteration and the name of the street 
previous to such alteration as well as the 
new name thereof It shall be lawful for 
any person to inspect such register and to 
take a copy of any portion thereof upon 
payment of such reasonable fee as the 
Council may from time to time determine. 
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PART V. 

Open Spaces about Buildings and 
Height op Buildings. 

39. For the purposes of this Part of this Meaning of 
Act the expression " domestic building " bunSing 'Mn 
shall not include any buildings used or this Part of Act. 
constructed or adapted to be used wholly 

or principally as offices or counting-houses. 

40. In the case of domestic buildings ^*8j^!j *"^ . 
erected after the commencement of tWs habitable " ° 
Act which shall have a habitable basement basements, 
there shall for the purpose of giving light 

and air to such basement be provided in 
the rear of the building and exclusively be- 
longing thereto an open space of an aggre- 
gate extent of not less than one hun(&ed 
square feet free from any erection thereon 
above the level of the adjoining pavement 
which open space notwithstanding any- 
thing herein-after contained need not neces- 
sarily adjoin the rear boundary of the 
premises. 



41. — (1) With respect to domestic build- Space at rear 

«8. 



ings erected after the commencement of ^JjJ^?^/^ 
this Act and abutting upon a street formed 
or laid out after the commencement of this 
Act the following provisions shall have 
effect : — 
(i) There shall be provided in the rear of 
every such building an open space ex- 
clusively belonging to such building 
and of an aggregate extent of not less 
than one hundred and lifty square feet ; 
Where there is a basement storey 
directly and sufficiently lighted and 
ventilated by the open space provided 
under the preceding section irrespec- 
tive of any use to which the ground 

c 
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storey is appropriated or where there 
is no such basement storey but where 
the ground storey is not constructed 
or adapted to be inhabited the open 
space required by this section may be 
provided above the level of the ceiling 
of the ground storey or a level of six- 
teen feet exclusive of lantern-lights 
measured from the level of the adjoin- 
ing pavement; 

In all other cases the open space 
shall be free from any erection thereon 
above the level of the adjoining pave- 
ment except a watercloset earthcloset 
or privy and a receptacle for ashes and 
enclosing walls none of which erections 
shall exceed nine feet in height : 
(ii) Such open space shall extend through- 
out the entire width of such building 
and to a depth in every part of at least 
ten feet from such building : 
(iii) The height of any such building in 
relation to the space required in the 
rear thereof shall be fixed and ascer- 
tained as follows : — 
(a) An imaginary line (hereafter re- 
ferred to as " the horizontal line ") 
shall be drawn at right angles to 
the roadway formed or to be 
formed in front of the building 
and through or directly over a 
point in front of the centre of the 
face of the building ; 
(6) The horizontal line shall be pro- 
duced to intersect the boundary of 
the open space fm'thest from the 
said roadway ; 
(c) The horizontal line shall be drawn 
throughout at the level of the 
pavement formed or to be formed 
in front of the centre of the 
building unless the site of the 
building incline towards the 
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roadway or site of the road- 
way in which case the horizontal 
line shall be drawn directly over 
the said point in front of the cen- 
tre of the face of the building at 
the level throughout of the ground 
at the boundary of the space fur- 
thest from such roadway where 
such boundary is intersected by 
the horizontal line ; 

(d) A second imaginary hne (in this 
Part of this Act called "the di- 
agonal line") shall be drawn in 
the direction of the building above 
and in the same vertical plane 
with the horizontal line and in- 
clined thereto at an angle of sixty- 
three and a half degrees and meet- 
ing the horizontal line where it 
intersects the boundary of the 
space furthest removed from such 
roadway ; 

(e) No part of such building shall 
extend above the diagonal hne 
except chimneys dormers gables 
turrets or other architectural or- 
naments aggregating in all to not 
more than one third of the width 
of the rear elevation of such build- 
ing and except any building which 
under the provisions of this section 
is permitted on the open space ; 

(J) When the pavement in front of 
a building is not all on one level 
then for the purpose of compliance 
with this section the mean level of 
such pavement shall be deemed to 
be the level thereof And where 
the boundary of the space at the 
rear of such building is not 
parallel with the rear wall o 
the building then for the purposf 
of this section the horizontal line 
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shall be drawn to a point distant 
from such rear wall the mean 
distance from such wall of the 
boundary of the space at the rear 
of such building whether such 
point be beyond the said boundary 
or not ; 

(g) When the boundary of the space 
at the rear of any such building 
shall be so irregular in shape that 
a doubt arises as to how the 
measurement shall be taken ap- 
pUcation shall be made to the 
Council and the appUcant if dis- 
satisfied with the determination 
of the Council may appeal to the 
tribunal of appeal ; 

(h) When the land at the rear of 
any such building and exclusively 
belonging thereto abuts imme- 
diately upon a street or upon an 
open space which is dedicated to 
the public or the maintenance of 
which as an open space is secured 
permanently or to the satisfaction 
of the Council by covenant or 
otherwise the horizontal line shall 
be produced and the diagonal line 
may be drawn from the horizontal 
line at the centre of the roadway 
of such street at the level of the 
surface thereof or at the further 
boundary of such open space and 
it shall not be necessary to provide 
any open space at the rear of such 
building : 
(iv) The Council may — 

(a) In the case of a building at a 
corner abutting upon two streets ; 

(6) In the case of a building at a 
corner abutting on one side upon 
a street and on another side 
upon an open apace not less than 
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forty feet wide at any part the 

maintenance of whirh as an open 

space is secured pemianently or to 

the satisfaction of the Council by 

covenant or otherwise ; 

permit the erection of buildings not 

exceeding thirty feet in height upon 

such part of the space in the rear as 

they may think lit provided that the 

Council be satisfied that such buildings 

shall be so placed as not to Interfere 

unduly with the access of light and air 

to neighbouring buildings ; 

When the Council refuse any appli- 
cation under this sub-section for per- 
mission to erect a building not exceed- 
ing thirty feet in height upon the 
space at the rear the applicant if 
dissatisfied with the determination of 
the Council may appeal to the tribunal 
of appeal : 
(v) In the case of buildings at a corner 
as herein-b^fore described nothing in 
this Part as to the determination of 
height by the diagonal line shall pre- 
vent the return front of such buildings 
being carried up to the full height of 
the front elevation for a distance of 
forty feet or for such less distance as 
the requirenients for open space at the 
rear may demand : 
(vi) In exceptional cases where owing to 
the irregular shape of the land any of 
the preceding provisions of this section 
cannot be applied the Counoil may 
allow such modifications as they may 
think fit provided the Council be satis- 
fied that such modifications shall not 
interfere with the due access of light 
or air and all persons interested dis- 
satisfied with any determination of the 
Council under this sub-section may 
appeal to the tribunal of appeal. 
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(2) With respect to domestic buildings 
erected after the commencement of this 
Act abutting upon a street formed or laid 
out before the commencement of this Act 
the provisions of this section shall apply 
with this modification that the horizontal 
line shall be drawn throughout at 'a level 
of sixteen feet above the level of the ad- 
joining pavement and that in any such 
case (except in the case of dwelling-houses 
to be inhabited or adapted to be inhabited 
by persons of the working class) the open 
space to be provided in accordance with 
paragraphs (i) and (ii) of sub-section 1 of 
this section may be provided above the 
level of the ceiling of the ground storey 
or above a level of sixteen feet (exclusive 
of lantern-lights) above the level of the 
adjoining pavement. 

Provided always that notwithstanding 
the preceding provisions of this Part of 
this Act any part of any domestic building 
may extend above the diagonal line pro- 
vided that the Council or tribunal of appeal 
shall be satisfied that an open cubic space 
of air will be provided at the rear of such 
building equivalent to the open cubic space 
which would have been provided at the 
rear of such building if such diagonal line 
had been drawn from the ground level in 
manner provided in sub-section 1 (iii) of this 
section and if no part of such building (ex- 
cept as permitted under the preceding pro- 
visions of this section) had extended above 
such diagonal line The applicant if dis- 
satisfied with the determination of the Coun- 
cil may appeal to the tribunal of appeal. 

Nothing in this section shall apply to 
houses abutting in the rear on the river 
Thames or on a public park or on an open 
space of not less than eighty feet in depth 
which is dedicated to the public or the 
maintenance of which as an open space is 
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secured permanently or to the satisfaction 
of the Council by covenant or otherwise, 

42. The following provisions shall have Open space to 
effect with respect to dwelling-houses to be ^^^ceruin 
inhabited or adapted to be inhabited by buildings not 
persons of the working class erected after on the public 
the commencement of this Act not abutting ^ *^ ' 
upon a street : — 

(i) At least one month before com- 
mencing to erect any such dwelling- 
house the person intending to erect 
the same shall deliver at the county 
hall a sufficient plan or plans exhibit- 
ing the extent and height of the in- 
tended dwelling-house in its several 
parts and also its position in relation 
to every other building either already 
existing or in course of erection which 
is adjacent thereto : 
(ii) In any case where the Council are 
satisfied taking all the circumstances 
of the case into consideration that 
there will not be provided about such 
dwelling-house a sufficient open space 
or spaces for the admission of light 
and air thereto it shall be lawful for 
the Council at any time before the ex- 
piration of one month from the delivery 
of the said plan or plans by order to 
refuse to sanction such plan or plans 
or to sanction the same subject to 
such conditions as they may by such 
order prescribe Provided always that 
nothing in this sub-section shall autho- 
rise the Council to refuse to sanction 
such plan or plans or to prescribe any 
conditions when sanctioning the same 
in any case where the open space or 
spaces for the admission of light and 
air proposed to be provided about such 
dwelling-house is or are equivalent to 
the open space or spaces which would 
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have been provided about such dwell- 
ing-house under the provisions of this 
Act in case the same had been erected 
after the commencement of this Act 
abutting ux)on a street or way formed 
or laid out before the commencement 
of this Act: 

(iii) No person shall commence to erect 
any such dwelling-house without having 
obtained the sanction of the Council 
to the plans delivered by him : 

(iv) Unless the Council shall within one 
month after the delivery of the said 
plan or plans to them give notice to 
the person delivering the same of their 
disapproval thereof the Council shall 
be deemed to have given their sanction 
thereto : 

(v) In case any person intending to erect 
any such dwelling-house considers that 
the refusal of the Council to sanction 
the plans delivered by him or any of 
the conditions prescribed by the Coun- 
cil is or are unreasonable he may 
appeal to the tribunal of appeal. 

Saving for 43^ When any person intends to erect a 

uc buiidingaon domestic building (not being a dwelling- 
old sites. house to be inhabited or adapted to be in- 
habited by persons of the working class) 
abutting upon a street on the site of 
domestic buildings existing at the com- 
mencement of this Act or on a site vacant 
at the commencement of this Act but which 
has been occupied by a domestic building 
at any time within seven years previous to 
the commencement of this Act the follow- 
ing provisions shall have effect : — 
(i) It shall be lawful for such person 
before commencing to erect the in- 
tended domestic building to cause to 
be prepared plans showing the extent 
of the previously existing domestic 



(o7 and 68 Victoria^ chapter ccxiii.) 41 

building in its several parts (or in the 
event of such building having been 
taken down before the commencement 
of this Act or having been accidentally 
destroyed the best plans available 
under all the circumstances of the 
case) and to cause such plans to be 
submitted to the district surveyor who 
shall (if reasonably satisfied with the 
evidence of their accuracy) certify the 
same under his hand and such certifi- 
cate shall be taken to be conclusive evi- 
dence of the correctness of the plans ; 
Such person may then erect the 
intended domestic building but so that 
no more land shall be occupied by the 
newly erected building than was occu- 
pied by the previously existing domes- 
tic building as so certified If such 
person fail to submit such plans to the 
district surveyor or the district sur- 
veyor or the tribunal of appeal refuse 
to certify the accuracy of the same such 
person shall in rebuilding be bound by 
the preceding provisions of this Part of 
this Act relating to domestic buildings 
erected after the commencement of 
this Act abutting upon a street formed 
or laid out before that date : 
(ii) If a person erecting the intended 
domestic building shall desire to de- 
viate in any respect from the plan or 
plans certified by the district surveyor 
it shall be lawful for him to apply to 
the Council who shall sanction such 
deviations on such conditions as they 
may think fit provided that such con- 
ditions shall not in any case be more 
onerous than the conditions prescribed 
for domestic buildings erected after 
the commencement of this Act abut- 
ting on a street formed or laid out 
before that date : 
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Laying out of 
new streets on 
cleared area. 



Courts within 
a building. 



(iii) A person dissatisfied with any decu- 
sion of the Council or of a district sur- 
veyor under this section may appeal to 
the tribunal of appeal. 

44. When any person desires to re- 
arrange a cleared area previously occupied 
in whole or in part by buildings by form- 
ing or laying out a new street or streets or 
widening a street or streets he may make 
application to the Council with such plans 
and sections as may be required by the 
Council and the Council may if under all 
the circumstances of the case they think it 
desirable modify or relax any of the fore- 
going provisions of this Part of this Act 
subject to such conditions as the Council 
may impose. 

Within two months after the receipt of 
the application the Council shall either 
sanction the plans and sections or give 
notice to the applicant of their disapproval 
thereof stating fully all their reasons for 
such disapproval. 

Provided that if within the said period 
of two months the Council fail to give 
notice of their disapproval of any such 
plan or section they shall be deemed to 
have given their sanction thereto. 

Any applicant dissatisfied with the deter- 
mination of the Council may appeal to the 
tribunal of appeal. 

46. Where a court wholly or in part 
open at the top but enclosed on every side 
and constructed or used for admitting light 
or air to a domestic building is constructed 
in connexion with such domestic building 
and the depth of such court from the eaves 
or top of the parapet to the ceiling of the 
ground storey exceeds the length or 
breadth of such court adequate provision 
for the ventilation of such court shall be 
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made and maintained by the owner of the 
building' by means of d communication 
between the lower end of the court and 
the outer air. 

No habitable room not having a windpw 
directly opening into the external air 
otherwise than into a court enclosed on 
every side shall be constructed in any 
building unless the width of such court 
measured from such window to the opposite 
wall shall be equal to half the height 
measured from the sill of such, window 
to the eaves or top of the parapet of the 
opposite wall. 

Provided that a court of which the 
greater dimension does not exceed twice 
the less dimension shall be held to comply 
with this section if a court of the same area 
but square in shape would comply there- 
with. 

No habitable room above the level of the 
ground storey not having a window di- 
rectly opening into the external air other- 
wise than into a court open on one side the 
depth whereof measured from the open 
side exceeds twice the width shall be con- 
structed in any building unless every window 
of such room be placed not nearer to the 
opposite wall of such court or to any other 
building than one half the height of the 
top of such wall or building above the level 
of the sill of such window. 

46. In any case when it may be neces- Superintending 
sary the superintending architect shall archite<;t may 
determine which is the front and which rllrli "*" 
is the rear of a building such determina- buildings, 
tion to be evidenced by his certificate Any 

person dissatisfied with such certificate may 
appeal to the tribunal of appeal. 

47. A building (not being a church Height of buiid- 
op chapel) shall not be erected of or be *"«* "'"**®**- 
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subsequently increased to a greater height 
than eighty feet (exclusive of two storeys 
in the roof and of ornamental towers 
turrets or other architectural features or 
decorations) without the consent of the 
Council. 

Provided that w^here a contract shall 
have been lawfully made previously to the 
passing of this Act for the erection or 
increase of a building to a greater height 
than eighty feet nothing in this section 
shall prevent the erection or increase of 
such building to any height to which it 
might have been lawfully erected or in- 
creased immediately before the passing of 
this Act. 

This section shall not apply to the re- 
building to the same height as at present 
of any building existing at the passing of 
this Act of a greater height than eighty 
feet. 

l*rovided also that where any existing 
buildings forming part of a continuous 
block or row of buildings exceed the height 
prescribed by this section nothing in this 
section shall prevent any other building in 
the same block or row belonging at the 
date of the passing of this Act to the same 
owner from being carried to a height equal 
to but not exceeding that of the existing 
buildings. 

Nothing in this section shall affect the 
exercise of any powers conferred upon any 
railway company by any special Act of 
Parliament for railway purposes. 

Procedure ^g, — (1) Whenever the Council consent 

height ^aSowLi. ^^ ^^^ erection of any building of a greater 
' height than that prescribed by this Act 
notice of such consent shall within one 
week after such consent has been given 
be published and served in such manner 
as tne Council may direct and the consent 
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shall not be acted on until twenty-one days 
after such publication or service or in the 
event of any appeal against such consent 
until after the determination of such 
appeal. 

(2) (a) The owner or lessee of any build- 
ing or land within one hundred yards 
of the site of any intended building 
who may deem himself aggrieved by 
the grant of such consent in respect 
of the last-mentioned building; or 

(6) Any appUcant for consent which has 
been refused ; ^ 

may respectively within twenty-one days 
after the publication of notice of the con- 
sent or after the date of the refusal (as 
the case may be) appeal to the tribunal of 
appeal. 

(3) Whenever such consent has been re- 
fused and the appUcant to whom it has 
been refused intends to appeal against such 
refusal such applicant shall give notice 
within twenty-one days of such refusal in 
such manner as the Council may direct to 
the owner or lessee of any building or land 
within one hundred yards of the site of the 
building to which such refusal relates that 
he intends to appeal from such refusal. 

(4) In the case of an appeal against the 
refusal of consent any owner or lessee of 
any building or land within one hundred 
yards of the site of the intended building 
may appear and be heard before the tri- 
bunal of appeal against any application to 
reverse or vary the refusal. 

49. After the commencement of this Act Heights of 
no existing building (other than a church ^rtain^* s" 
or chapel) on the side of a street formed or * ^' 

laid out after the seventh day of August 
one thousand eight hundred and sixty-two 
and of a less width than fifty feet shall 
without the consent of the Council be 
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raised and no new building shall without 
the consent of the Council be erected on 
the side of any such street so that the 
height of such building shall exceed the 
distance of the front or nearest external 
wall of such building from the opposite 
side ot such street. 

Where such building is erected or intended 
to be erected on a comer plot so as to abut 
upon more than one street the height of the 
building shall (unless the Council other- 
wise consent) be regulated by the wider of 
such streets so far as it abuts or will abut 
upon such wider street and also so far as 
it abuts or will abut upon the narrower of 
such streets to a distance of forty feet 
from the wider street Provided that any 
building erected or raised before the com- 
mencement of this Act to a height to 
which no objection could have been taken 
under any law then in force although ex- 
ceeding the height provided in this section 
may be re-erected to its existing height. 

Nothing in this section shall affect the 
exercise of any powers conferred upon any 
railway company by any special Act of 
Parliament for railway purposes. 

60. Nothing in this Part of this Act 
contained shall prevent the raising of any 
building by increasing the height of the 
topmost storey thereof to such an extent 
only as may be necessary for the purpose 
of bringing any habitable rooms con- 
structed in such topmost storey into con- 
formity with the provisions of this Act 
relating to habitable rooms. 



Astorenerectiou 61. Nothing in this Part of this Act con- 
workiM dass ^^i^^^ shall prevent the re-erection on the 
dweiii^s of same site and of not greater dimensions of 
local authority, any dwelling-house inhabited or adapted 
to be inhabited by persons of the working 



Kaisiug of 
buildings so as 
to comply with 
provisious of 
Act as to 
habitable 
rooms. 
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class erected by a local authority previously 
to the passing of this Act. 

62. In the case of domestic buildings Saving for 
and buildings erected or arlapted for use domestic 
as stables such domestic buildings and buiidinpwith 
such stable buildings being upon sites stables in the 
abutting in the front upon a street and in ^' 
the rear upon mews and such sites being 
of a depth of not more than one hundred 
and fifty feet measured from street to mews 
the following provisions shall in certain 
cases have effect: — 
If the stable buildings be limited to a 
depth of fifty feet measured from the 
mews frontage and to a height of 
twenty-five feet measured from the 
level of the mews and if the open space 
required for the domestic building 
under section 41 of this Act be pro- 
. vided between the domestic building 
and the stable building the domestic 
building and the stable building may 
for all other purposes of the said sec- 
tion whether in one occupation or not 
be deemed to be one domestic building 
with the rear abutting upon a street. 



PART VI. 

Construction of Buildings. 

53. Subject to any byelaws of the Council structure and 
made in pursuance of "this Act walls shall thickness of 
be constructed of the substances and in the 
manner and of not less than the thickness 
prescribed by this Act or mentioned in the 
First Schedule to this Act. 

54. — (1) Kecesses and openin{?s may be Rules as to 
made in external walls provided — recesses and 

(a) That the backs of such recesses are °p**^""88- 
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not of less thickness than eight and a 
half inches ; and 
(h) That the area of such recesses and 
openings above the ground storey do 
not taken together exceed one half of 
, the whole area of the wall above the 
ground storey in which they are made. 

(2) Recesses maybe made in party walls 
provided — 

(a) That the backs of such recesses are 
not of less thickness than thirteen 
inches; and 

(6) That over every recess so foimed an 
arch of at least two rings of brickwork 
of the full depth of the recess be 
turned on every storey except in the 
case of recesses formed for lifts but 
where such recess does not exceed five 
inches in depth corbelhng in brick or 
stone may be substituted for the arch- 
ing; and 

(c) That the area of such recesses do not 
taken together exceed one half of the 
whole area of the wall of the storey in 
which they are made ; and 

(d) That such recesses do not come within 
thirteen and a half inches of the inner 
face of the external walls. 

(3) An opening shall not be made in any 
party wall except in accordance with the 
provisions of this Act in relation thereto. 

Provided that it shall be lawful for the 
superintending architect on application 
made to him in accordance with any rules 
made in that behalf by the Council to give 
consent in writing to any modification or 
relaxation of the requirements of this 
section with respect to the area of recesses 
and openings in any special cases where he 
may tnink proper The word area as used 
in this section shall mean the area of the 
vertical face or elevation of the wall or 
recess to which it refers. 
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56. AH woodwork fixed in any external Jjuies as to 
wall except bressummers and storey posts ejctenikrwaiis. 
under the same and frames of doors and 
windows of shops on the ground storey of 
any building shall be set back four inches 
at the least from the external face of such 
wall But loophole frames and frames of 
doors and windows may be fixed flush with 
the face of any external wall : 

Provided that it shall be lawful for the 
Council by byelaw or otherwise to exempt 
from the provisions of this section oak teak 
or other wood provided the work be con- 
structed to the satisfaction of the district 
surveyor. 



66.— (1) Every bressummer whether of brellummer? 
wood or metal shall have a bearing in the *^®^®""™^"^*^- 
direction of its length of four inches at least 
at each end upon a sufficient pier of brick or 
stone or upon a timber or iron storey post 
fixed on a solid foundation in addition to 
its bearing upon any party wall or external 
wall and the district surveyor shall have 
power in his discretion to require that 
every bressummer shall have such other 
storey posts iron columns stanchions or 
piers of brick or stone or corbels as may be 
sufficient to carry the superstructure and 
the ends of such bressummer if of wood 
shall not be placed nearer to the centre line 
of the party walls than four inches. 

(2) At each end of every metallic bres- 
summer a space shall be left equal to one 
quarter of an inch for every ten feet and 
also for any fractional part of ten feet of 
the length of such bressummer to allow for 
expansion. 

(3) A bond timber or wood plate shall 
not be built into any party wall and the 
ends of any wooden beam or joist bearing 
on such walls shall be at least four inches 

D 
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Height and 
thidciiess of 
parapets to 
external walls. 



Cases in which 
a wall to he 
deemed a party 
wall. 



Height of party 
walls above 
roof. 



distant from the centre line of the party 
walls. 

(4) Every bressummer bearing upon a 
party wall shall be borne by a templet or 
corbel of stone or iron tailed through at 
least half the thickness of the wall and of 
the full breadth of the bressummer. 

(5) The end of any timber not permitted 
to be placed in or to have a bearing on a 
I)arty wall may be carried on a corbel or 
templet of stone or iron or vitrified stone- 
ware tailed into the wall to a distance of 
at least eight and a half inches or otherwise 
supported to the satisfaction of the district 
surveyor. 

67. If any gutter any part of which is 
formed of combustible materials adjoin an 
external wall such wall shall be carried up 
so as to form a parapet one foot at the 
least above the highest part of the gutter 
and the thickness of the parapet so carried 
up shall be at least eight and a half inches 
throughout. 

68. In either of the following cases : — 

(a) When a wall is after the commence- 
ment of this Act built as a party wall 
in any part ; or 

(b) "Where a wall built before or after the 
commencement of this Act becomes 
after the commencement of this Act a 
party wall in any part ; 

the wall shall be deemed a party wall for 
such part of its length as is so used. 

69. — (1) Every party wall shall be carried 
up of a thickness in a building of the ware- 
house class equal to the thickness of such 
wall in the topmost storey and in any other 
building of eight and a half inches above 
the roof flat or gutter of the highest build- 
ing adjoining thereto to such a height as 
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will give a distance (in a building of the 
warehouse class exceeding thirty feet in 
height) of at least three feet and (in any 
other building) of fifteen inches measured 
at right angles to the slope of the roof or 
fifteen inches above the highest part of any 
flat or gutter as the case may be. 

(2) Every party wall shall be carried up 
of the thickness aforesaid above any turret 
dormer lantern-light or other erection of 
combustible materials fixed upon the roof 
or flat of any building within four feet from 
such party wall and shall extend at the 
least twelve inches higher and wider on 
each side than such erection and every 
party wall shall be carried up above any 
part of any roof opposite thereto and with- 
in four feet therefrom. 

60. In a party wall a chase shall not be Rules as to 
made wider than fourteen inches nor more ^^ *" ^^^ 
than four and a half inches deep from the 
face of the wall nor so as to leave less than 
eight and a half inches in thickness at the 
back or opposite side thereof and a chase 
shall not be made within a distance of 
seven feet from any other chase on the 
same side of the wall or within thirteen 
inches from an external wall No chase 
shall be made in a wall of less thickness 
than thirteen inches. 

61. — (1) The flat gutter and roof of every Rules as to 
building and every turret dormer lantern- ^^£3*^"'"*'*^*°° ^^ 
light skylight or other erection placed on ^ 
the flat or roof thereof shall be externally 
covered with slates tiles metal or other in- 
combustible materials except wooden cor- 
nices and bargeboards to dormers not; 
exceeding twelve inches in depth and the 
doors door frames windows and window 
frames of such dormers tun-ets lantern- 
lights skylights or other erections. 
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(2) Every building exceeding thirty feet 
in height used wholly or in part as a dwel- 
ling-house or factory and having a parapet 
shall be provided either — 

(a) with a dormer window or a door 

opening on to the roof; or 
(6) with a trap door furnished with a 

fixed or hinged step ladder leading to 

the roof ; or 
(c) with other proper means of access to 

the roof. 

(3) The plane of the surface of the roof 
of a building of the warehouse class shall 
not incline from the external or party walls 
upwards at a greater angle than forty-seven 
degrees with the horizon Provided that 
this sub-section shall not apply to towers 
turrets or spires. 

(4) The plane of the surface of the roof 
of any other building shall not incline from 
the external or party walls upwards at a 
greater angle than seventy-five degrees 
with the horizon Provided that this sub- 
section shall not apply to towers turrets or 
spires. 

storej's in 62. — (1) Not more than two storeys shall 

*^*°^*- be constructed in the roof of any domestic 

building. 

(2) Any storey constructed m the roof of 
any domestic building the upper surface of 
the floor of which storey is at a height of 
above sixty feet from the street level shall 
be constructed of fire-resisting materials 
throughout. 

Means of 63. Every new building exceeding sixty 

escape at top of fg^^ j^ height shall be provided on the 
storeys the upper surface of the floor 
whereof is above sixty feet from the street 
level with such means of escape in the case 
of fire for the persons dwelling or employed 
therein as can be reasonably required under 
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the circumstances of the case and no such 
storeys of such building shall be occupied 
until the Council shall have issued a certifi- 
cate that the provisions of this section 
have been complied with in relation 
thereto. 

64.— (1) Chimneys built on corbels of ^^".J^^^s.^^ ^^ 
brick stone or other incombustible ma- Sier."**^**" 
terials may be erected if the work so cor- 
belled out do not project from the wall 
more than the thickness of the wall 
measured immediately below the corbel 
but all other chimneys shall be built on 
solid foundations and with footings similar 
to the footings of the wall against which 
they are built unless they are carried 
upon iron girders with direct bearings 
upon party external or cross walls to the 
satisfaction of the district surveyor. 

(2) Chimneys and flues having proper 
soot doors of not less than forty square 
inches may be constructed at any angle 
but in no other case shall any flue be in- 
clined at a less angle than forty-five 
degrees to the horizon and every angle 
shall be properly rounded: 

All soot doors shall be at least fifteen 
inches distant from any woodwork. 

(3) An arch of brick or stone or a bar of 
wrought iron of sufficient strength shall be 
built over the opening of every chimney to 
support the breast thereof and if the breast 
project more than four inches from the 
face of the wall and the jamb on either 
side be of less width than seventeen and a 
half inches the abutments shall be tied in 
by an iron bar or bars of sufficient strength 
turned up and down at the ends and built 
into the 3ambs for at least eight and a half 
inches on each side. 

(4) A flue shall not be adapted to or used 
for any new oven furnace cockle steam- 
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boiler or close fire used for any purpose of 
trade or business or to or for the range or 
cooking apparatus of any hotel tavern or 
eating-house unless the flue be surrounded 
with brickwork at least eight and a half 
inches thick from the floor on which such 
oven furnace cockle steam-boiler or close 
fire is situate to the level of the ceiling of 
the room next above the same. 

(6) A flue shall not be used in connexion 
with a steam-boiler or hot-air engine un- 
less the flue is at least twenty feet in 
height measured from the level of the floor 
on which such engine is placed. 

(6) The inside of every flue and also the 
outside where passing through any floor or 
roof or behind or against any woodwork 
shall be rendered pargeted or lined with 
fire-resisting piping of stoneware. 

(7) The position and course of every flue 
shall be distinguished on the outside of 
the work as it is carried up by outline 
marks in some durable manner except 
when the exterior face of the flue forms 
part of the outer face of an external wall 
not likely to be built against. 

(8) The jambs of every fireplace opening 
shall be at least eight and a half inches 
wide on each side of the opening thereof. 

(9) The breast of every chimney and the 
brickwork surrounding every • smoke flue 
shall be at least four inches in thickness. 

(10) The back of every fireplace opening 
in a party wall from the hearth up to the 
height of twelve inches above the mantel 
shall be at least eight and a half inches 
thick. 

(11) The thickness of the upper side of 
every flue when its course makes with the 
horizon an angle of less than forty-five 
degrees shall be at least eight and a half 
inches. 

(12) Every chimney shaft or smoke flue 
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shall be carried up in brick or stone work 
at least four inches thick throughout to a 
height of not less than three feet above 
the roof flat or gutter adjoining thereto 
measured at the highest point in the line 
of junction with such roof flat or gutter. 

(13) The highest six courses of every 
chimney-stack or shaft shall be built in 
cement. 

(14) The brickwork or stonework of any 
chimney shaft except that of the furnace 
of any steam engine brewery distillery or 
manufactory shall not be built higher 
above the roof flat or gutter adjoining 
thereto than a height equal to six times 
the least width of such chimney shaft at 
the level of such highest point in the line 
of junction unless such chimney shaft is 
built with and bonded to another chimney 
shaft not in the same Une with the flrst or 
otherwise rendered secure. 

(16) There shall be laid level with the 
floor of every storey before the opening of 
every chimney a slab of stone slate or 
other incombustible substance at the least 
six inches longer on each side 4han the 
width of such opening and at the least 
eighteen inches wide in front of the breast 
thereof. 

(16) On every floor except the lowest 
floor such slab shall be laid wholly upon 
stone or iron bearers or upon brick trim- 
mers or other incombustible materials but 
on the lowest floor it may be bedded on 
concrete covering the site or on solid 
materials placed on such concrete. 

(17) The hearth or slab of every chimney 
shall be bedded wholly on brick stone or 
other incombustible substance and shall 
together with such substance be solid for a 
thickness of six inches at least beneath the 
upper surface of such hearth or slab. 

(18) A flue shall not be built in or against 



1 
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any party structure unless it be surrounded 
with new brickwork at least four inches in 
thickness properly bonded. 

(19) A chimney breast or shaft built 
with or in any party wall shall not be cut 
away unless the district surveyor certifies 
that it can be done without injuriously 
affecting the stability of any building. 

(20) A chimney shaft jamb breast or 
flue shall not be cut into except for the 
purpose of repair or during some one or 
more of the following things : — 

(a) Letting in or removing or altering 
flues pipes or funnels for the convey- 
ance of smoke hot air or steam or let- 
ting in removing or altering smoke 
jacks ; 

(b) Forming openings for soot doors 
such openings to be fitted with a close 
iron door and frame ; 

(c) Making openings for the insertion of 
ventilating valves subject to the fol- 
lowing restriction that an opening 
shall not be made nearer than twelve 
inches to any timber or combustible 
substance. 

(21) Timber or woodwork shall not be 
placed — 

(a) In any wall or chimney breast nearer 
than twelve inches to the inside of any 
flue or chimney opening ; 

(6) Under any chimney opening within 
ten inches from the upper surface of 
the hearth of such chimney opening ; 

(c) Within two inches from the face of 
the brickwork or stonework about any 
chimney or flue where the substance of 
such brickwork or stonework is less 
than eight and a half inches thick un- 
less the face of such brickwork or 
stonework is rendered. 

(22) Wooden plugs shall not be driven 
nearer than six inches to the inside of any 
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flue or chimney opening nor any iron hold- 
fast or other iron fastening nearer than 
two inches thereto. 

66. Unless the Council otherwise permit Furnace 

,. -ui-i.^; j.i_i! £ chimney shaito. 

every chimney shaft for the furnace of a 
steam engine brewery distillery or manu- 
factory shall be constructed in conformity 
with the following rules : — 

(1) Every shaft shall be carried up 
throughout in brickwork and mortar 
of the best quaUty and if detached 
shall taper gradually from the base to 
the top of the shaft at the rate of at 
least two inches and a half in ten feet 
of height : 

(2) The thickness of brickwork at the 
top of the shaft and for twenty feet 
below the top shall be at least eight 
and a half inches ^and shall be 
increased at least one half brick for 
every additional twenty feet measured 
downwards : 

(3) Every cap cornice pedestal plinth 
string course or other variation from 
plain brickwork shall be provided as 
additional to the thickness of brick- 
work required under this Act and 
every cap shall be constructed and 
secured to the satisfaction of the dis- 
trict surveyor : 

(4) The foundation of the shaft shall 
always be made to the satisfaction of 
the district surveyor on concrete or 
other sufficient foundation: 

(o) The footings shall spread all round 
the base by regular offsets to a pro- 
jection equal to the thickness of the 
enclosing brickwork at the base of the 
shaft and the space enclosed by the 
footings shall be filled in solid as the 
work progresses : 

(6) The width of the base of the shaft if 
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square shall be at least one tenth of 
the proposed height of the shaft or if 
the same is round or of any other shape 
then one twelfth of the height : 
(7) Any fire bricks built inside the lower 
portion of the shaft shall be provided 
as additional to and independent of the 
thickness of brickwork prescribed by 
these rules and shall not be bonded 
therewith. 

Rules as to close 66. — (1) The floor under every oven cop- 
?or conveying P®^ steam-boiler or stove which is not heated 
vapour Ac. by gas and the floor around the same shall 
for a space of eighteen inches be formed of 
materials of an incombustible and non^ 
conducting nature not less than six inches 
thick. 

(2) A pipe for conveying smoke or other 
products of conibustion heated air steam or 
hot water shall not be fixed against any 
building on the face adjoining to any street 
or public way. 

(3) A pipe for conveying smoke or other 
products of combustion shall not be fixed 
nearer than nine inches to any combustible 
materials. 

(4) A pipe for conveying heated air or 
steam shall not be fixed nearer than six 
inches to any combustible materials. 

(o) A pipe for conveying hot water shall 
not be placed nearer than three inches to 
any combustible materials. 

Provided that the restrictions imposed 
by this section with respect to the distance 
at which pipes for conveying hot water or 
steam may be placed from any combustible 
materials shall not apply in the case of 
pipes for conveying hot water or steam at 
low pressure. 

For the purposes of this section hot water 
or steam shall be deemed to be at low 
pressm'e when provided with a free blow off. 
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67. The floor over any room or enclosed j^^^JJ^J^^^ 
space in which a furnace is fixed and any ovens?** *" 
floor within eighteen inches from the crown 

of an oven shall be constructed of fire- 
resisting materials. 

68. In every pubUc building and in Kuies as to 
every other building of more than one S^n^ertain 
hundred and twenty-five thousand feet in buildings, 
cubical extent and which is constructed or 

adapted to be used as a dwelling-house for 
separate families the floors of the lobbies 
corridors passages and landings and also 
the flights of stairs shall be of fire-resisting 
material and carried by supports of a fire- 
resisting material. 

60.— (1) In every building constructed ^J'^^y*" ""^ 
or adapted to be occupied in separate 
tenements by more than two families the 
principal staircase used by the several 
families in common shall be ventilated 
upon every storey above the ground storey 
by means of windows or skylights opening 
directly into the external air or shall be 
otherwise adequately ventilated. 

(2) The principal staircase in every 
building being a dwelling-house and not 
subject to the provisions of sub-section 1 
of this section shall be ventilated by means 
of a window or skylight opening directly 
into the external air. 

70.— (1) (a) Every habitable room except Jules ^ to 
rooms wholly or partly in the roof shall be room* ^ 
in every part at least eight feet six inches 
in height from the floor lo the ceiling; 

(6) Every habitable room wholly or 
partly in the roof of any building shall be 
at least eight feet in height from the floor 
to the ceiling throughout not less than one 
half the area of such room ; 

(c) Every habitable room shall have one 
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or more windows opening directly into the 
external air or into a conservatory with a 
total superficies clear of the sash frames 
free from any obstruction to the hght equal 
to at least one tenth of the floor area of the 
room and so constructed that a portion 
equal to at least one twentieth of such 
floor area can be opened and the opening 
in each case shall extend to at least seven 
feet above the floor level but a room having 
no external wall or a room constructed 
wholly or partially in the roof may be 
lighted through the roof by a dormer 
window with a total superficies clear of the 
sash frames free from any obstruction to 
the light equal to at least one twelfth of 
the floor area of the room and so con- 
structed that a portion of such window 
equal to at least one twenty-fourth of such 
floor area can be opened and the opening 
in each case shall extend to at least five 
feet above the floor level or such room may 
be lighted by a lantern-light of which a 
portion equal to at least one twentieth of 
the floor area can be opened; 

(d) In a building being a dwelling-house 
every basement room having a wooden 
floor other than a floor constructed of solid 
wood bedded on concrete shall have a suffi- 
cient space between the ground and the 
floor surfaces to admit of ventilation by 
means of air bricks or otherwise; 

(e) Every habitable room constructed 
over a stable shall be separated from the 
stable by a floor which shall have in every 
part not occupied by a joist or girder a 
layer of concrete pugging of good quality 
or of other solid construction three inches 
in thickness finished smooth upon the 
upper surface and properly supported and 
the under side of such floor shall be ceiled 
with lath and plaster of good quality or of 
other solid construction ; 
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Any staircase or gallery or structure by 
which such rooms shall be approached shall 
be separated from any stable to which it 
may adjoin by a brick wall not less than 
nine inches in thickness ; 

(/) Nothing in this Act shall affect alter 
or repeal any of the provisions of the 
Public Health (London) Act 1891 relating 
to underground rooms. 

(2) If any person knowingly suffer any 
room constructed after the commencement 
of this Act that is not constructed in con- 
formity with this section to be inhabited 
he shall in addition to any other liabilities 
to which he may be subfect be liable to a 
penalty for every day during which such 
room is inhabited. 

71. — (1) Every party alrch or party floor Kuies as to 
and every arch or floor over any public way Sver^^ubiic ^ 
or any passage leading through or under a ways, 
building or part of a building to premises in 
other occupation shall be formed of brick 
stone or other incombustible materials. 

(2) If an arch of brick or stone be used 
it shall be of the thickness of eight and a 
half inches at least and the centre of such 
arch shall be higher than the springing at 
the rate of one inch at least for every foot 
and also for any fractional part of a foot of 
span. 

(3) If an arch or floor of other incom- 
bustible material be used it shall be con- 
structed in such manner as may be approved 
by the district surveyor. 

72. — (1) Every arch or other construe- Rules as to 
tion under any passage leading to premises piIJjj-'c ^"^ 1^^ 
in other occupation or under any public 
way or intended public way shall be formed 
of brick stone or other incombustible ma- 
terials. 
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(2) If an arch of brick or stone be used it 
shall — 

(a) Where its span does not exceed ten 
feet be of the thickness of eight and a 
half inches at least ; 

(&) Where its span exceeds ten but does 
not exceed fifteen feet be of the thick- 
ness of thirteen inches at least ; and 

(c) Where its span exceeds fifteen feet 
be of such thickness as maybe approved 
by the district surveyor. 

(3) If an arch or other construction of 
other incombustible material be used it 
shall be constructed in such manner as 
may be approved by the district surveyor. 

Kuies as to 73, The following provisions shall (except 

projections. ^j^j^ ^^le consent of the Council) apply to 

projections from buildings : — 

(1) Every coping cornice string-course 
facia window-dressing portico porch 
balcony verandah balustrade outside 
landing outside stairs and outside steps 

i and architectural projection or decora- 

; tion whatsoever and also the eaves 

i barge-boards and cornices to any over- 

hanging roof except the cornices and 
; dressings to the window fronts of 

j shops and except the eaves barge- 

I boards and cornices to detached and 

semi-detached dwelling-houses and to 
i other dwelling-houses in which the 

party walls are corbelled out so as to 
project four inches beyond such eaves 
barge-boards or cornices shall be of 
brick tile stone artificial stone slate 
cement or other fireproof material : 

For the purpose of this sub-section a 
pair of semi-detached houses shall be 
deemed to be one building : 

(2) Every balcony cornice or other pro- 
jection shall be tailed into the wall 
of the building and weighted or tie^ 
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down to the satisfaction of the district 
surveyor and no cornice shall exceed 
in projection two feet six inches over 
the public way : 

(3) In a street or way of a width not 
greater than thirty feet any shop 
front may project beyond the external 
wall of the building to which it 
belongs to any extent not exceeding 
five inches and any cornice of any such 
shop front may project to any extent 
not exceeding thirteen inches and in 
any street or way of a width greater 
than thirty feet any shop front may 
project to anv extent not exceeding 
ten inches and any cornice of any such 
shop front may project to any extent 
not exceeding eighteen inches beyond 
the external wall of the building to 
which it belongs over the ground of 
the owner of the building provided 
that this provision shall not authorise 
in any such street the projection of 
any part of any such shop front other 
than the cornice on or over the public 
way or any land to be given up to the 
public way : 

(4) No part of the woodwork of any shop 
front shall be fixed higher than twenty- 
five feet above the level of the pave- 
ment of the public footpath in front of 
the shop No part of the woodwork of 
any shop front shall be fixed nearer 
than four inches to the centre of the 
party wall where the adjoining pre- 
mises are separated by a party wall 
or nearer than four inches to the face 
of the wall of the adjoining premises 
where the adjoining premises have a 
separate wall unless a pier or corbel of 
stone brick or other incombustible 
material four inches wide at the least 
be placed as high as such woodwork 



64 The London Building Act, 1894. 

and projecting throughout an inch at 
the least in front thereof between such 
woodwork and the centre of the party 
wall or the separate wall as the case 
may be : 
(6) In a street of a width not less than 
forty feet or to a building the front 
wall of which is not at a less distance 
than forty feet from the opposite 
boundary of the street bay windows to 
dwelling - houses may be erected on 
land belonging to the owner of the 
building notwithstanding the provi- 
sions of this Act relating to buildings 
beyond the general line of buildings 
in streets provided that such bay 
windows — 
(a) Do not exceed three storeys in 

height above the level of the 

footway ; 
(h) Do not project more than three 

feet from the main wall of the 

building to which they are 

attached ; 

(c) Do not project in any part 
within the prescribed distance of 
the centre of the roadway; 

(d) Are in no part nearer to the 
centre of the nearest party wall 
than the extreme amount of their 
projection from the main wall of 
the building to which they are 
attached ; 

(e) Do not taken together exceed in 
width three fifths of the frontage 
of the building towards the street 
to which such bays face ; 

(/) Are not constructed upon any 
part of the pubhc way or upon any 
land agreed to be given up to the 
public way ; and 

(g) Shall not be used for trade pur- 
poses: 



(57 and 68 Victoria^ chapter ccxiii.) 66 

Bay windows to which the foregoing 
rules do not apply shall not be erected 
without the consent of the Council 
after consulting the local authority : 

(6) In a street of a width not less than 
forty feet or to a building the front 
wall of which is not at a less distance 
than forty feet from the opposite 
boundary of the street projecting 
oriel windows or tiuTcts may be con- 
structed Provided that — 

(a) No part of any such projection 
extend more than three feet from 
the face of the front wall of the 
building or more than twelve 
inches over the public way; 

(b) No part of any such projection 
be less than ten feet above the 
level of the footway of the street ; 

(c) No part of any such projection 
(where it overhangs the public 
way) be within a distance of torn* 
feet of the centre of the nearest 
party wall ; 

(d) On no floor shall the total width 
of any such projections taken 
together exceed three fifths of the 
length of the wall of the building 
on the level of that floor ; 

(e) Every such projection be con- 
structed to the satisfaction of the 
district sm'veyor or in the event 
of disagreement to the satisfaction 
of the superintending architect 
whose determination shall be 
final: 

Oriel windows or turrets to which the 
foregoing rules do not apply shall not 
be erected without the consent of the 
Council after consulting the local 
authority: 

(7) The roof flat or gutter of every build- 
ing and every balcony verandah shop 
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front or other similar projection or 
projecting window shall be so arranged 
and constructed and so supplied with 
gutters and pipes as to prevent the 
water therefrom fi'om dropping upon 
or running over any public way : 
(8) Except in so far as is permitted by 
this section in the case of shop fronts 
and projecting windows and with the 
exception of water pipes and their 
appurtenances copings string com'ses 
cornices facias window dressings and 
other like architectural decorations no 
projection from any building shall 
extend beyond the general line of 
buildings in any street except with 
the permission of the Council after 
consulting the local authority. 

Separation of 74. — (1} Every building shall be sepa- 
buiidings. rated eitner by an external wall or by a 

party wall or other proper party structure 
from the adjoining building (if any) and 
from each of the adjoining buildings (if 
more than one). 

(2) In every building exceeding ten 
squares in area used in part for purposes 
of trade or manufacture and in part as a 
dwelling-house the part used for the pur- 
poses of trade or manufacture shall be 
separated from the part used as a dwelling- 
house by walls and floors consti'ucted of 
fire-resisting materials and all passages 
staircases and other means of approach to 
the part used as a dwelling-house shall be 
constructed throughout of fire-resisting 
materials The part used for purposes of 
ti'ade or manufacture shall (if extending to 
more than two hundred and fifty thousand 
cubic feet) be subject to the provisions of 
this Act relating to the cubical extent of 
buildings of the warehouse class : 
Provided that there may be constructed 
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in the walls of such staircases and passages 
such doorways as are necessary for com- 
municating between the different parts of 
the building and there may be formed in 
any walls of such building openings fitted 
with fire-resisting doors. 

(3) In every building exceeding twenty- 
five squares in area containing separate sets 
of chambers or offices or rooms tenanted or 
constructed or adapted to be tenanted by dif- 
ferent persons the floors and principal stair- 
cases shall be of fire-resisting materials : 

But this provision shall not entitle the 
district surveyor to charge for the inspec- 
tion of each set of chambers as a separate 
building. 

75. Except as in this section provided no Cubical extent 
building of the warehouse class shall ex- *^^ *>"ii^^in88. 
tend to more than two hundred and fifty 
thousand cubic feet unless divided by 
party walls in such manner that no divi- 
sion thereof extend to more than two hun- 
dred and fifty thousand cubic feet. 

No addition shall be made to any build- 
ing of the warehouse class or to any divi- 
sion thereof so that the cubical extent of 
any such building or division shall exceed 
two hundred and fifty thousand cubic feet. 

The restriction contained in this section 
upon the cubical extent of a building shall 
not apply to any building which being at a 
greater distance than two miles from Saint 
Paul's Cathedral is used wholly for the 
manufacture of the machineiy and boilers 
of steam vessels or for a retort-house or the 
manufacture of gas or for generating 
electricity provided that such building 
consist of one floor only and be constnicted 
of brick .stone iron or other incombustible 
material throughout and shall not be used 
for any purpose other than such as herein- 
before specified Every such building shall 
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for the purpose ,of the provisions of this 
Act with respect to special buildings be 
deemed to be a building to which the 
general rules of this Act are inapplicable. 

76. Where the Council are satisfied oh 
the report of the superintendipff architect 
and of the chief officer of the fire brigade 
that additional cubical extent is necessary 
for any building to be used for any trade 
or manufacture and are satisfied that 
proper arrangements have been or will 
be made and maintained for lessening 
so far as reasonably practicable dan- 
ger from fire the Council may consent to 
such building containing additional cubical 
extent : 
Provided tliat such building shall not — 
(i) Extend to a number of cubic feet 
exceeding four hundred and fifty 
thousand or any less number allowed 
by the Council without being divided 
by party walls in such manner that the 
cubical extent of each division do not 
exceed that number ; 
(ii) Exceed sixty feet in height ; 
(iii) Be used for the purpose of any trade 
or manufacture involving the use of 
explosive or inflammable materials. 
Such consent shall continue in force only 
while the said building is actually used for 
the purposes of the trade or manufacture 
in respect of which the consent was 
granted. 

77. — (1) Buildings shall not be united 
except where they are wholly in one occu- 
pation or are constructed or adapted to 
be so. 

(2) Buildings shall not be united if when 
so united and considei^ed as one building 
only they would not be in conformity witS 
this Act. 
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(3) An opening shall not be made in any 
party wall or in two external walls dividing 
buildings which if taken together would 
extend to more than two hundred and fifty 
thousand cubic feet except under the fol- 
lowing conditions : — 

(a) Such opening shall not exceed in 
width seven feet or in height eight feet 
and such opening or openings taken 
together shall not exceed one half the 
length of such party wall on each floor 
of the building in which they occur ; 

(6) Such opening shall have the floor 
jambs and head formed of brick stone 
or iron and be closed by two wrought 
iron doors each one fourth of an inch 
thick in the panel at a distance from 
each other of the full thickness of the 
wall fitted to rebated frames without 
woodwork of any kind or by wrought 
iron sliding doors or shutters properly 
constructed fitted into grooved or re- 
bated iron frames ; 

(c) If the thickness of the wall be not 
less than twenty-four inches or the 
doors be placed at a distance from 
each other of not less than twenty-four 
inches such opening may be nine feet 
six inches in height. 

(4) Whenever any buildings which have 
been united cease to be in one occupation 
all openings made for the purpose of unit- 
ing the same in any party wall between the 
buildings or in any external wall shall be 
stopped up with brick or stone work not less 
than thirteen inches in thickness (except 
in the case of a wall eight and a half inches 
in thickness in which case eight and a half 
inches shall be suflBcient) and properly 
bonded with such wall and any timber not 
in conformity wit^ this Act placed in the 
wall shall be removed. 

(6) Whenever any buildings which have 
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been united cease to be in one occupation 
the owner thereof shall forthwith give 
notice to the district surveyor and shall 
cause any openings made in the party wall 
to be stopped up and bonded as aforesaid. 

Construction of 78* Notwithstanding anything in this 
buiidin ^^^ every public building including the 

nga. walls roofs floors galleries and staircases 
and every structure and work constructed 
or done in connexion with or for the pur- 
poses of the same shall be constructed in 
such manner as may be approved by the 
district surveyor or in the event of dis- 
agreement may be determined by the tri- 
bunal of appeal and save so far as respects 
the rules of construction every public build- 
ing shall throughout this Act be deemed to 
be included in the term building and be 
subject to all the provisions of this Act in 
the same manner as if it were a building 
erected for a purpose other than a public 
purpose. 

No public building shall be used as such 
until the district surveyor or the tribunal 
of appeal shall have declared his or their 
approval of the construction thereof. 

After the district surveyor shall have so 
declared his approval or shall certify that 
it has been constructed as directed by the 
tribunal of appeal any work affecting or 
likely to affect the building shall not be 
done to in or on the building without the 
approval of the district surveyor or such 
certificate as aforesaid. 



public 
buildings. 



Conversion of 79. Where it is proposed to convert or 
Jjojjffs &<*. Jn*« alter any building erected for a purpose 
other than a public purpose into a public 
building such conversion or alteration shall 
be carried into effect and the public build- 
ing thereby formed including the walls 
roofs floors galleries and staircases thereof 
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shall be constructed in such manner as may 
be approved by the district surveyor or in 
the event of disagreement may be deter- 
mined by the tribunal of appeal and the 
provisions of this Act shall apply to such 
alteration or conversion as though it were 
the construction of a pubUc building. 

80. The following rules shall be observed staircases in 
with respect to new churches chapels meet- "^JJI^fg®® *"*^ 
ing-houses public halls public lecture rooms 
public exhibition rooms and public places 
of assembly or additions or alterations by 
which increased accommodation is to be 
provided to existing churches chapels and 
meeting-houses public halls public lecture 
rooms public exhibition rooms or public 
places of assembly: — 

(a) Every staircase for the use of the 
public shall be supported and enclosed 
by brick walls not less than nine inches 
thick The treads of each flight of 
stairs shall be of uniform width : 
(6) No staircase internal corridor or pas- 
sage way for the use of the public shall 
be less than four feet six inches wide 
Provided that where not more than 
two hundred persons are to be 
accommodated in such church chapel 
meeting-house hall lecture room exhi- 
bition room or place of assembly such 
staircase internal corridor or passage- 
way may be of the width of three feet 
six inches : 
(c) Every staircase corridor or passage- 
way for the use of the public and 
which communicates with any portion 
of the building intended for the 
accommodation of a larger number of 
the public than four hundred shall be 
increased in width by six inches for 
every additional one hundred persons 
until a maximum width of nine feet be 
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obtained Provided always that in 
every case where the staircases are six 
feet wide and upwards they shall be 
divided by a hand-rail Provided also 
that in lieu of a single staircase cor- 
ridor or passage-way of the width in 
this sub-section prescribed it shall be 
lawful to substitute two staircases 
corridors or passage-ways each being 
of a width at least equal to two- 
thirds of the width in this sub-section 
prescribed for the single staircase 
corridor or passage-way but so that 
neither of such two substituted cor- 
ridors staircases or passage-ways shall 
be less than three feet six inches wide : 

{d) In all cases where a portion of the 
public is to be accommodated over or 
at a higher level than others of the 
public a separate means of exit of the 
width above prescribed for staircases 
internal corridors or passage-ways and 
communicating directly with the street 
or open space shall be provided from 
each floor or level : 

(e) All doors and barriers shall be made 
to open outwards and no outside locks 
or bolts are to be aflixed thereto. 

Application of 81. Where a building erected after the 
nn!ip?^'lH^i'i^^ commencement of this Act under or in 

miner rail«ay ^^ ■» - ^ /. .1 i. 

arciies. or by mclosurc of a railway arch or 

abutting thereon is constructed or adapted 
to be used for human habitation this Act 
shall apply to the building and to every 
work done to in or on the same in like 
manner and to the like extent as far as 
may be as if the building were built in any 
other position. 
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PAET VII. 

Special and Temporary Buildings and 
Wooden Structures. 

82. — (1) "Where a builder is desirous of Application to 
erecting an iron building or structure or ^uuSin^ iTo 
any other building or structure to which which"ruie°of 
the general provisions of Part VI. of this Act are 
Act are inapplicable or in the opinion of *napp»cabie. 
the Council inappropriate having regard to 
the special purpose for which the building 
or structure is designed and actually used 
he shall make an application to the Council 
accompanied by a plan of the proposed 
building with such particulars as to the 
construction thereof as may be required 
by the Council. 

(2) The Council if satisfied with such 
plan and particulars shall signify their 
approval of the same in writing and 
thereupon the building may be constructed 
according to such plan and particulars but 
the Council shall not authorise any building 
of the warehouse class to be erected of 
greater cubical extent than two hundred 
and fifty thousand cubic feet except in 
accordance with the foregoing provisions of 
this Act. 

(3) The Council may for the purpose of 
regulating the procedure in relation to such 
applications issue such general rules as they 
think fit as to the time and manner of. 
making applications and as to the plans 
to be presented the expenses to be incurred 
and any other matter or thing connected 
therewith. 

(4) All expenses incurred in and about 
the obtaining the approval of the Council 
shall be paid by the builder to the super- 
intending architect or to such other person 
as the Council may appoint and in default 
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of payment may be recovered in a summary 
manner. 

(5) A copy of any plans and particulars 
approved by the Council shall be furnished 
to the district surveyor within whose 
district the building to which such plans 
and particulars relate is situate and it shall 
be his duty to ascertain that the same is 
built in accordance with the said plans and 
particulars. 

83. Where an application is made to the 
Council by any person stating his desire to 
erect in any place an iron or other building 
or structure of a temporary character to 
which the general provisions of Part VI. of 
this Act are inappficable the Council may 
if they approve of the plan and particulars 
of the building or structure limit the period 
during which it shall be allowed to remain 
in that place and may make their approval 
subject to such conditions as to the removal 
of the building or structure or otherwise as 
they think fit and if at the expiration of 
that period the building or structure be not 
removed in accordance with those con- 
ditions the Council may serve a notice on 
the occupier or owner of such building or 
structure requiring him to remove it within 
a reasonable time specified in the notice 
and if the occupier or owner fail to remove 
such building or structure within the time 
named the Council may notwithstanding 
the imposition and recovery of any penalty 
cause complaint thereof to be made before 
a petty sessional court who shall there- 
upon issue a summons requiring such 
occupier or owner to appear to answer 
such complaint and if the said complaint 
is proved to the satisfaction of the Court 
the Court may make an order in writing 
authorising the Council to enter upo;n the 
land upon which such building is situated 
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and to remoye or take down the same and 
do whatever may be necessary for such 
purpose and also to remove the materials 
of which the same is composed to a con- 
venient place and (unless the expenses of 
the Council be paid to them within fourteen 
days after such removal) sell the same as 
they think proper. 

84. — (1) No person shall set up m any Wooden 
place any wooden structure (unless it be fo^^KeerectecT* 
exempt from the operation of this Part of without licence 
this Act) except hoardings enclosing vacant °^ Council, 
land and not exceeding in any part twelve 
feet in height without having first obtained 
for that purpose a licence from the Council 
and the licence may contain such conditions 
with respect to the structure and the time 
for which it is to be permitted to continue 
in the said place as the Council think 
expedient. 

(2) Provided that a licence shall not be 
required in the case of any wooden structure 
of a movable or temporary character erected 
by a builder for his use during the con- 
struction alteration or repair of any 
building unless the same is not taken down 
or removed immediately after such con- 
struction alteration or repair. 

Provided that this section shall not 
extend to or apply within the City or to 
any hoarding duly licensed by the local 
authority under any statutory powers in 
that behalf. 

86. This Part of this Act shall not apply mes of loose 
in the case of a pile stack or store of timber Jegl^'ed m 
not being a structure affixed or fastened to structures, 
the ground. 

86. Structures or erections erected or set As to structures 
up upon the premises of any railway com-^J^^J^ 
pany and used for the purposes of or in 
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connexion with the traffic of such railway 
company shall be exempt from the opera- 
tion of this Part of this Act. 



PART VIII. 

Rights of Building and adjoining 

Owners. 

Rights of g7. Where lands of different owners 

I?^7lf«?,I!l io«/io adjoin and are unbuilt on at the line of 

ad. oming lands . ■' ,. , .., . , j. j. i mj 

respecting junction and either owner is about to build 
erection of on any part of the line of junction the 
jJmcJioi following provisions shall have effect :— 

(1) If the building owner desire to build 
a party wall on the line of junction 
he may serve notice thereof on the 
adjoining owner describing the in- 
tended wall : 

(2) If the adjoining owner consent to 
the building of a party wall the wall 
shall be built half on the land of each 
of the two owners or in such other 
position as may be agreed between the 
two owners : 

(3) The expense of the building of the 
party wall shall be from time to time 
defrayed by the two owners in due 
proportion regard being had to the 
use made and which may be made 
of the wall by the two owners respec- 
tively : 

(4) If the adjoining owner do not consent 
to the building of a party wall the 
building owner shall not build the 
wall otherwise than as an external 
wall placed wholly on his own land : 

(5) K tne building owner do not desire 
to build a party wall on the line of 
junction but desires to build an external 



J 
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ill placed wholly on his own land he 
may serve notice thereof on the adjoin- 
ing owner describing the intended wall : 
(6) Where in either of the cases afore- 
said the building owner proceeds to 
build an external wall on his own land 
he shall have a right at his own expense 
at any time after the expiration of one 
month from the service of the notice to 
place on the land of the adjoining 
owner below the level of the lowest 
floor the projecting footings of the 
external wall with concrete or other 
solid substructure thereunder making 
compensation to the adjoining owner 
or occupier for any damage occasioned 
thereby the amount of such compensa- 
tion if any difference arise to be 
determined in the manner in which 
differences between building owners 
and adjoining owners are herein-after 
directed to be determined : 
Where an external wall is built against 
another external wall or against a party 
wall it shall be lawful for the district 
surveyor to allow the footing of the side 
next such other external or party wall to 
be omitted. 

88. The building owner shall have the Uights of 
following rights in relation to party struc- ^""<^*"K owner, 
tures (that is to say) : — 

(1) A right to make good underpin or 
repair any party structure which is 
defective or out of repair : 

(2) A right to pull down and rebuild any 
party structure which is so far defective 
or out of repair as to make it necessary 
or desirable to pull it down : 

(3) A right to pull down any timbey or 
other partition which divides any build- 
ings and is not conformable with the 
regulations of this Act and to build 
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instead a party wall conformable 
thereto : 

(4) In the case of buildings having rooms 
or storeys the property of different 
owners intermixed a right to pull 
down such of the said rooms or 
storeys or any part thereof as are not 
built in conformity with this Act and 
to rebuild the same in conformity with 
this Act : 

(6) In the case of buildings connected by 
arches or communications over public 
ways or over passages belonging to 
other persons a right to pull down 
such of the said buildings arches or 
conmiunications or such parts thereof 
as are not built in conformity with this 
Act and to rebuild the same in con- 
formity with this Act : 

(6) A right to raise and underpin any 
party structure permitted by this Act 
to be raised or underpinned or any 
external wall built against such party 
structure upon condition of making 
good all damage occasioned thereby to 
the adjoining premises or to the in- 
ternal finishings and decorations there- 
of and of carrying up to the requisite 
height all flues and chimney stacks 
belonging to the adjoining owner on 
or against such party structure or 
external wallrj ' 

(7) A right to pull down any party struc- 
ture which is of insuflicient strength 
for any building intended to be built 
and to rebuild the same of sufficient 
strength for the above purpose upon 
condition of making good all damage 
occasioned thereby to the adjoining 

premises or to the internal finishings 
and decorations thereof : 

(8) A right to cut into any party struc- 
ture upon condition of making good 



(67 and 68 Victoria, chapter ccxiii.) 79 

all damage occasioned to the adjoining 
premises by such operation : 

(9) A riffht to cut away any footing or 
any diimney breasts jambs or lues 
projecting or other projections from 
any party wall or external walls in 
order to erect an external wall against 
such party wall or for any other pur- 
pose upon condition of making good 
all damage occasioned to the adjoining 
premises by such operation : 

(10) A right to cut away or take down 
such parts of any wall or building of 
an adjoining owner as may be neces- 
sary in consequence of such wall or 
building overhanging the gi*ound of 
the building owner in order to erect 
an upright wall against the same on 
condition of making good any damage 
sustained by the wall or building 
by reason of such cutting away or 
taking down : 

(11) A right to perform any other neces- 
sary works incident to the connexion 
of a party structure with the premises 
adjoining thereto But the above rights 
shall be subject to this qualification 
that any building which has been 
erected previously to the date of the 
commencement of this Act shall be 
deemed to be conformable with the 
provisions of this Act if it be conform- 
able with the provisions of the Acts of 
Parliament regulating buildings in 
London before the commencement of 
this Act : 

(12) A right to raise a party fence wall 
or to pull the same down and rebuild 
it as a party wall. 

89. — (1) Where a building owner pro- Rights of 
poses to exercise any of the foregoing adjoining 
rights with respect to pai*ty structures the ^^^®^* 
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adjoining owner may by notice require the 
building owner to build on any such party 
structiu*e such chimney copings jambs or 
breasts or flues or such piers or recesses or 
any other like works as may fairly be re- 
quired for the convenience of such adjoin- 
ing owner and may be specified in the 
notice and it shall be the duty of the 
building owner to comply with such requi- 
sition in all cases where the execution of 
the required works will not be injurious to 
the building owner or cause to him un- 
necessary inconvenience or unnecessary 
delay in the exercise of his right. 

(2) Any difference that arises between a 
building owner and adjoining owner in 
respect of the execution of any such works 
shall be determined in manner in which 
differences between building owners and 
adjoining owners are herein-after directed 
to be determined. 
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90. — (1) A building owner shall not ex- 
cept with the consent in writing of the 
adjoining owner and of the adjoining occu- 
piers or in cases where any wall or party 
structiu-e is dangerous (in which cases the 
provisions of Part IX. of this Act shall 
apply) exercise any of his rights under this 
Act in respect of any party fence wall un- 
less at least one month or exercise any of 
his rights under this Act in relation to any 
party wall or party structure other than a 
party fence wall unless at least two months 
before doing so he has served on the ad- 
joining owner a party wall or party struc- 
ture notice stating the nature and particu- 
lars of the proposed work and the time 
at which the work is proposed to be 
commenced. 

(2) AVhen a building owner in the exer- 
cise of any of his rights under this Part of 
the Act lays open any part of the adjoin- 
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ing land or building he shall at his own 
expense make and maintain for a proper 
tiine a proper hoarding and shoring or 
temporary construction for protection of 
the adjoining land or buil<fing and the 
security of the adjoining occupier. 

(3) A building owner shall not exercise 
any right by this Act given to him in such 
manner or at such time as to cause un- 
necessary inconvenience' to the adjoining 
owner or to the adjoining occupier. 

(4) A party wall or structiu*e notice shall 
not be available for the exercise of any 
right unless the work to which the notice 
relates is begun within six months after 
the service thereof and is prosecuted with 
due diUgence. 

(5) Within one month after receipt of 
such notice the adjoining owner may serve 
on the building owner a notice requiring 
him to build on any such party structure 
any works to the construction of which 
he is herein-before declared to be entitled. 

(6) The last-mentioned notice shall specify 
the works required by the adjoining owner 
for his convenience and shall if necessary 
be accompanied by explanatory plans and 
drawings. 

(7) If either owner do not within four- 
teen days after the service on him of any 
notice express his consent thereto he shall 
be considered as having dissented there- 
from and thereupon a difference shall be 
deemed to have arisen between the build- 
ing owner and the adjoining owner. 

91. — (1) In all cases not specially pro- Settlement of 
vided for by this Act where a difference ^^fference 
arises between a building owner and ad- building and 
joining owner in respect of any matter adjoining 
arising with reference to any work to °^"^*'^- 
which any notice given under this Part of 
this Act relates unless both parties concur 

p 
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in the appointment of one surveyor they 
shall each appoint a surveyor and the 
two surveyors so appointed shall select a 
third surveyor and such one surveyor or 
three surveyors or any two of them shall 
settle any matter from time to time during 
the continuance of any work to which the 
notice relates in dispute between such 
building and adjoining owner with power by 
his or their award to determine the right 
to do and the time and manner of doing 
any work and generally any other matter 
arising out of or incidental to such dif- 
ference but any time so appointed for 
doing any work shall not unless otherwise 
agreed commence until after the expu'ation 
of the period by this Part of this Act 
prescribed for the notice in the particular 
case. 

(2) Any award given by such one sur- 
veyor or by such three surveyors or by any 
two of them shall be conclusive and shall 
not be questioned in any court with this 
exception that either of the parties to the 
difference may appeal therefrom to the 
county court within fourteen days from the 
date of the delivery of the award and the 
county court may subject as hereafter in this 
section mentioned rescind the award or 
modify it in such manner as it thinks just. 

(3) If either party to the difference make 
default in appointing a surveyor for ten 
days after notice has been served on him 
by the other party to make such appoint- 
ment the party giving the notice may 
make the appointment in the place of the 
party so making default. 

(4) The costs incurred in making or 
obtaining the award shall be paid by such 
party as the surveyor or surv^eyors deter- 
mine. 

(5) If the appellant from any such award 
on appearing before the county court 



(o7 and 08 Victonay chapter ccxin.) 83 

declare his unwillingness to have the 
matter decided by that court and prove 
to the satisfaction of the judge of that 
court that in the event of the matter 
being decided against him he will be 
liable to pay a sum exclusive of costs 
exceeding fifty pounds and give security 
to be approved by the judge duly to 
prosecute his appeal and to abide the 
event thereof all proceedings in the 
county court shall thereupon be stayed 
and the appellant may bring an action 
in the High Court against the other party 
to the difference. 

(6) The plaintiff in such action shall de- 
liver to the defendants an issue whereby the 
matters in difference between them may be 
tried and the form of such issue in case of 
dispute or in case of the non-appearance 
of the defendant shall be settled by the 
High Court and such action shall be pro- 
secuted and issue tried in the same manner 
and subject to the same incidents in and 
subject to which actions are prosecuted and 
issues tried in other cases within the 
jurisdiction of the High Court or as near 
thereto as circumstances admit. 

(7) If the parties to any such action agree 
as to the facts a special case may be 
stated for the opinion of the High Court 
and any case so stated may be brought 
before the court in like manner and subject 
to the same incidents in and subject to 
which other special cases are brought before 
such court or as near thereto as circum- 
stances admit and any costs that may 
have been incurred in the county court 
by the parties to such action as is men- 
tioned in this section shall be deemed to 
be costs incurred in such action and be pay- 
able accordingly. 

(8) Where both parties to the difference 
have concmTed in the appointment of one 
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surveyor for the settlement of such differ- 
ence then if such surveyor refuse or for 
seven days neglect to act or die or become 
incapable to act before he has made his 
award the matters in dispute shall be 
determined in the same manner as if such 
single surveyor had not been appointed. 

(9) "Where each party to the difference 
has appointed a surveyor for the settle- 
ment of the difference and a third sur- 
veyor has been selected then if such third 
surveyor refuse or for seven days neglect to 
act or before such difference is settled die 
or become incapable to act the two sur- 
veyors shall forthwith select another third 
surveyor in his place and every third sur- 
veyor so selected as last aforesaid shall have 
the same powers and authorities as were 
vested in his predecessor. 

(10) Where each party to the difference 
has appointed a surveyor for the settle- 
ment of the difference then if the two 
surveyors so appointed refuse or for seven 
days after request of either party neglect 
to select a third surveyor or another third 
surveyor in the event of the refusal or 
neglect to act death or incapacity of the 
third surveyor for the time being a Secretary 
of State may on the application of either 
party select some fit person to act as third 
surveyor and every surveyor so selected 
shall have the same powers and authorities 
as if he had been selected by the two 
surveyors appointed by the parties. 

(11) Where each party to the difference 
has appointed a surveyor for the settlement 
of the difference then if before such differ- 
ence is settled either surveyor so appointed 
die or become incapable to act the party 
by whom such surveyor was appointed may 
appoint in writing some other surveyor to 
act in his place and if for the space of 
seven days after notice served on him by 
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the other party for that purpose he fail 
to do so the other surveyor may proceed ex 
parte and the decision of such other sur- 
veyor shall be as effectual as if he had been 
a single surveyor in whose appointment 
both parties had concurred and every 
surveyor so to be substituted as aforesaid 
shall have the same powers and authorities 
as were vested in the former surveyor at 
the time of his death or disability as afore- 
said. 

(12) Where each party to the difference 
has appointed a surveyor for the settlement 
of the difference then if either of the sur- 
veyors refuse or for seven days neglect to 
act the other surveyor may proceed ex parte 
and the decision of such other surveyor shall 
be as effectual as if he had been a single 
surveyor in whose appointment both parties 
had concurred. 



92. A building owner his servants agents Power for 
and workmen at all usual times of working J" gjj^ef ^'^^^'^ 
may enter and remain on any premises for premises, 
the purpose of executing and may execute 
any work which he has become entitled or 
is requii*ed in pursuance of this Act to 
execute removing any furniture or doing 
any other thing which may be necessary 
and if the premises are closed he and 
they may accompanied by a constable or 
other officer of tne peace break open any 
fences or doors in order to effect such 
entry : 

Provided that before entering on any 
premises for the purposes of this section 
the building owner shall except in the case 
of emergency give fourteen days notice of 
his intention so to do to the owner and 
occupier and in case of emergency shall 
give such notice as may be reasonably 
practicable. 
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93. Where a building owner intends to 
erect within ten feet of a building belonging 
to an adjoining owner a building or struc- 
ture any part of which within such ten feet 
extends to a lower level than the founda- 
tions of the building belonging to the 
adjoining owner he may and if required 
by the adjoining owner shall (subject as 
hereinafter provided) underpin or other- 
wise strengthen the foundations of the 
said building so far as may be necessai'y 
and the following provisions shall have 
effect :— 

(1) At least two months notice in writing 
shall be given by the building owner 
to the adjoining owner stating his 
intention to build and whether he 
proposes to underpin or otherwise 
strengthen the foundations of the said 
building and such notice shall be 
accompanied by a plan and sections 
showing the site of the proposed 
building and the depth to which he 
proposes to excavate : 

(2) If the adjoining owner shall within 
fourteen days after being served 
with such notice give a counter notice 
in writing that he disputes the necessity 
of or require such underpinning or 
strengthening a difference shall be 
deemed to have arisen between the 
building owner and the adjoining 
owner : 

(3) The building owner shall be liable to 
compensate the adjoining owner and 
occupier for any inconvenience loss or 
damage which may result to them by 
reason of the exercise of the powers 
conferred by this section ; 

(4) Nothing in this section contained 
shall relieve the building owner from 
any liability to which he would other- 
wise be siil.)jcct in case of injury caused 
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by his building operations to the 
adjoining owner. 

94. An adjoining owner may if he think ^^"^J^^y *° ^ 
fit by notice in writing require the building §uifding owner 
owner (before commencing ' any work and adjoining 
which he may be authorised by this Part owner, 
of this Act to execute) to give such security 
as may be agreed upon or in case of differ- 
ence may bie settled by the/ Judge of the 
County Cojiyt for the payment of all 
such expenses costs and compensation in 
respect of t^ie work as n^^y be payable by 
the building owner. 

The building owner may if he think fit at 
any time after service on him of a party 
wall, or party structure requisition by the 
adjoining owner and before beginning a 
work to which the requisition relates but 
not afterwards serve a counter requisition 
on the adjoining owner requiring him to 
give such security for payment of the 
expenses costs and compensation for 
which he is or will be liable as may be 
agreed upon or in case of difference may be 
settled as aforesaid. 

If the adjoining owner do not within one 
month after service of that counter requi- 
sition give security accordingly he shall at 
the end of that month be deemed to have 
ceased to be entitled to compliance with 
his partj wall or party structure requisition 
and the building owner may proceed as if 
no party wall or party structure requisition 
had been served on him by the adjoining 
owner. 

95. — (1) As to . expenses to be borne Huies as to 
jointly by the building owner and adjoin- res^^n/paitv 
ing owner : — structures. 

(a) If any party structure be defective or 
out of repair the expense of making 
good underpinning or repairing the 
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same shall be borne by the building 
owner and adjoining owner in due pro- 
portion regard being had to the use 
that each owner makes or may make 
of the structure ; 

(6) If any party structure be pulled 
down and rebuilt by reason of its 
being so far defective or out of repair 
as to make it necessary or desirable to 
pull it down the expense of such pul- 
ling down and rebuilding shall be 
borne by the building owner and ad- 
joining owner in due proportion regard 
being had to the use that each owner 
may make of the structure ; 

(c) If any timber or other partition 
dividing a building be pulled down in 
exercise of the right by this Part of 
this Act vested in a building owner 
and a party structure be built instead 
thereof the expense of building such 
party structure and also of building 
any additional party structures that 
may be required by reason of the par- 
tition having been pulled down shall 
be borne by the building owner and 
adjoining owner in due proportion 
regard being had to the use that each 
owner may make of the party stnio- 
ture and to the thickness required for 
support of the respective buildings 
parted thereby ; 

{d) If any rooms or storeys or any parts 
thereof the property of different 
owners and intermixed in any building 
be pulled down in pursuance of the 
right by this Part of this Act vested in 
a building owner and be rebuilt in con- 
formity with this Act the expense of 
such pulling down and rebuilding shall 
be borne by the building owner and 
adjoining owner in due proportion 
regard being had to the use that 
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each owner may make of such rooms or 
storeys ; 

(e) If any arches or communications over 
public ways or over passages belong- 
ing to other persons than the owners 
of the buildings connected by such 
arches or communications or any parts 
thereof be pulled down in pursuance 
of the right by this Part of this Act 
vested in a building owner and be re- 
built in conformity with this Act the 
expense of such pulling down and re- 
building shall be borne by the building 
owner and adjoining owner in due pro- 
portion regard being had to the use 
that each owner may make of such 
arches or communications. 
(2) As to expenses to be borne by the 
building owner :— 

(a) If any party structure or any ex- 
ternal wall built against another ex- 
ternal wall be raised or underpinned 
in pursuance of the power by this Part 
of this Act vested in a building owner 
the expense of raising or underpinning 
the same and of making good all dam- 
age occasioned thereby and of carry- 
ing up to the requisite height all such 
flues and chimney-stacks belonging to 
the adjoining owner on or against any 
such party structure or external wall 
as are by this Part of this Act required 
to be made good and carried up shall 
be borne by the building owner ; 

(6) If any ; party structure which is of 
proper materials and sound or not so 
far defective or out of repair as to 
make it necessary or desirable to pull 
it down be pulled down and rebuilt by 
the building owner the expense of 
pulling down and rebuilding the same 
and of making good any damage by 
this Part of this Act required to be 
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made good and a fair allowance in 
respect of the disturbance and incon- 
venience caused to the adjoining owner 
shall be borne by the building owner ; 
(o) If any party structure be cut into by 
the building owner the expense of 
cutting into the same and of making 
good any damage by this Part of this 
Act required to be made good shall be 
borne by such building owner ; 
{d) If any footing -chimney breast jambs 
or floor be cut away in pursuance of 
the powers by this Part of this Act 
vested in a building ownfer the ex- 
pense of such cutting away and of 
making good any damage by this Part 
of this Act required to be made good 
shall be borne by the building owner ; 
(e) If any party fence wall be raised for 
a building the expense of raising such 
wall shall be borne by the building 
owner; 
(/) If any party fence wall be pulled 
down and built as a party wall the 
expense of pulling down such party 
fence wall and building the same as a 
party wall shall be borne by the build- 
ing owner. 
If at any time the adjoining owner make 
use of any party structure or external wall 
(or any part thereof) raised or underpinned 
as aforesaid or of any party fence wall 
pulled down and built as a party wall (or 
any part thereof) beyond the use thereof 
made by him before the alteration there 
shall be borne by the adjoining owner from 
time to time a due proportion of the ex- 
penses (having regard to the use that the 
adjoining owner may make thereof) : — 
(i) Ctf raising or underpinning such party 
structure or external wall and of 
making good all such damage occa- 
sioned thereby to the adjoining owner 
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and of carrying up to- the requisite 
height all such flues and chimney- 
stacks belonging to the adjoining 
owner on or against any such party 
structure or external wall as are by 
this Part of this Act required to be 
made good and carried up ; 
(ii) Of pulling down and building such 
party fence wall as a party wall. 



96. Within one month after the comple- Account of 

expenses to be 



to 



tion of any work which a building owner is ^gf^vemi 
by this Part of this Act authorised or re- adjohiiog 
quired to execute and the expense of which owner, 
is in whole or in part to be borne by an ad- 
joining owner the building owner shall de- 
liver to the adjoining owner an account in 
writing of the particulars and expense of 
the work specifying any deduction to 
which such adjoining owner or other 
person may be entitled in respect of old 
materials or in other respects and every 
such work shall be estimated and valued 
at fair average rates and prices according 
to the nature of the work and the locality 
and the market price of materials and 
labour at the time. 



97. At any time within one month after Adjoining 
the delivery of the said account the adjoin- owner may 
ing owner if dissatisfied therewith may account. 
declare his dissatisfaction to the building 
owner by notice in writing served by him- 
self or his agent and specifying his objec- 
tion thereto and thereupon a difference 
shall be deemed to have risen between 
the parties and shall be determined in 
manner herein-before in this Part of this 
Act provided for the settlement of dif- 
ferences between building and adjoining 
owners. 
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Building owner 98. If mthin the Said period of one 
Hi^L'rSLTJSLlii month the adjoining owner do not declare 

no appeal made. . ,, ., ■* ?• j. j.' jf j.- •-•l 

m the said manner his dissatisfaction with 
the accomit he shall be deemed to have 
accepted the same and shall pay the same 
on demand to the party delivering the 
account and if he fail to do so the amount 
so due may be recovered as a debt. 

structure to 99, Where the adjoining owner is liable 

ImiWingowner *^ Contribute to the expenses of building 
until any party structure then until such con- 

coivtribution tribution is paid the building owner at 
^ * whose expense the same was built shall 

stand possessed of the sole property in the 

structure. 

Adjoining iQO. The adjoining owner shall be liable 

expense***^^ ^ ^^^ ^^ expenses incurred on his requisition 
incurrwi on his by the building owner and in default pay- 
requisitiou. mcnt of the Same may be recovered from 
him as a debt. 



Saving fur 
lights in party 
walls &c. 



101. Nothing in this Act shall authorise 
any interference with an easement of light 
or other easements in or relating to a party 
wall or take away abridge or prejudicially 
affect any right of any person to preserve 
or restore any light or other thing in or 
connected with a party wall in case of the 
party wall being pulled down or rebuilt. 



Meaning of 
structure. 



PART IX. 

Dangerous and Neglected Structures. 

Dangerous Structures. 

102. In this Part of this Act the expres- 
sion "structure" includes any building 
wall or other structm^e and anything 
affixed to or projecting from any building 
wall or other structure. 
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103. — (1) Where it is made known to the Survey to lie 
Council that any structure is in a dangerous SJJ^e^yg 
state the Council shall require a survey of stnStures. 
such structure to be made by the district 
surveyor or by some other competent sur- 
veyor. 

(2) For the purposes of this Part of this 
Act the expression "district surveyor" 
shall be deemed to include any surveyor so 
appointed. 

(3) The district surveyor shall make 
known to the Council any information 
which he may receive with respect to any 
structure being in a dangerous state. 

(4) It shall be lawful for the district 
surveyor to enter into anj^ structure or 
upon any land upon which any structure is 
situate for the purpose of makin«< a survey 
of such structure. 

104. In cases where any such structure Effect of tiiis 
is situate within the City this Part of this ^.J^'Sin tte^Cit - 
Act relating to dangerous structures shall ^^ *" e i.>. 
be read as if the Commissioners of Sewers 

were named therein instead of the Council 
and all costs and expenses of and all pay- 
ments hereby directed to be made by or to 
such Commissioners shall be made by or to 
the Chamberlain of the City out of or to 
the consolidated rate made by such Com- 
missioners in the same manner as pay- 
ments are made by or to such Chamberlain 
in the ordinary course of his business. 

105. Upon the completion of his survey Surveyor to 
the district surveyor employed shall certify ^'''^ ^^^^riihcat^. 
to the Council his opinion as to the state 

of the structure. 

106. If the certificate is to the effect that Notice to i>e 
the structure is not in a dangerous state fnTespecro"*^*^ 
no further proceedings shall be had in certificate, 
respect thereof but if it is to the effect that 
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enforce 
compliance 
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tjie same is in a dangerous state the Coun- 
cil may cause the same to be shored up or 
otherwise secured and a proper hoard or 
fence to be put up for the protection of 
passengers and shall cause notice to be 
served on the owner or occupier of the 
structure requiring him forthwith to take 
down secure or repair the same as the case 
requires. 

107. — (1) If the owner or occupier on 
whoin the notice is served fail to comply as 
speedily as the natm-e of the case permits 
w^ith the notice a petty sessional court on 
complaint by the Council may order the 
owner to take down repair or otherwise 
secure to the satisfaction of the district 
surveyor the structure or such part thereof 
as appears to the court to be in a danger- 
ous state within a time to be fixed by the 
order dnd if the same be not taken down 
repaired or otherwise secured within the 
time s6 limited the Council may with all 
convenient speed cause all or so much of 
the structure as is in a dangerous condition 
to be taken down repaired or otherwise 
secured in such manner as may be requi- 
site: 

Provided that if the owner of the struc- 
ture dispute the necessity of any of the 
requisitions comprised in the notice he may 
by notice in writing to the Council within 
seven days from the service of the notice 
upon himself require that the subject shall 
be referred to arbitration. 

(2) In case the owner require arbitration 
he may at' the time of giving such notice 
appoint an independent surveyor to rejwrt 
on the condition of the structure in con- 
junction with the district surveyor within 
seven days of the receipt by the Council of 
the notice of appointment of the owner's 
surveyor and all questions of fact or matters 
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in dispute which cannot be agreed between 
the owner's surveyor and the district sur- 
veyor shall be referred for final decision to 
a third surveyor who shall (before the 
owner's surveyor and the district surveyor 
enter upon the discussion of the question 
in dispute) have been appointed to act as 
arbitrator by such two surveyors or in the 
event of their disiagreeing by a petty 
sessional court on the application of either 
of them : 

Such arbitrator shall make his award 
within fourteen days. 

(3) The notice served by the Council 
shall be discharged amendea or confirmed 
in accordance with the decision of the two 
surveyors or the arbitrator as the case 
maybe. 

(4) Unless the arbitrator otherwise direct 
the costs of and incident to the determina- 
tion by the two surveyors or the arbitrator 
of the question in dispute shall be. borne 
and paid in the event of such determina- 
tion being adverse to the contention of the 
district surveyor by the Council or in the 
event of such determination being adverse 
to the contention of the owner's surveyor 
by the owner. 

108. Notwithstanding any such notice Court may 
requiring arbitration as aforesaid a petty JJJJwithsSnd- 
sessional court on complaint by the Council ing arbitration, 
may if of opinion that the structure is in 
such a dangerous condition as to require 
immediate treatment make any order which 
such court may think fit with respect to 
the taking down repairing or otherwise 
securing the structure. 

109. — (1) All expenses incurred by the Expenses. 
Council in relation to the obtaining of any 
order as to a dangerous structure and 
carrying the same into effect under this 
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Part of this Act shall be paid by the owner 
of the structure but without prejudice to 
his right to recover the same from any 
person liable to the expenses of repairs. 

(2) If the owner cannot be found or if on 
demand he refuse or neglect to pay the 
said expenses the Council after serving on 
him three months notice of their intention 
to do so may if in their discretion they 
think fit sell the structure but they shall 
after deducting from the proceeds of the 
sale the amount of all expenses incurred 
by them pay the sui'plus (if any) to the 
owner on demand. 



Provisions 
respecting sale 
of dangerous 
structures. 



110. Where under this Part of this Act 
any dangerous structure is sold for payment 
of the expenses incurred in respect thereof 
by the Council the purchaser his agents 
and servants may enter upon the land 
whereon the structure is standing for the 
purpose of taking down the same and of 
removing the materials of which it is con- 
structed. 



If procieeds 
insufficient 
land not to be 
built on till 
balance paid. 



Reco\'ery of 
expenses. 



111. Where the proceeds of the sale of 
any such structure are insufficient to repay 
to the Council the amount of the expenses 
incurred by them in respect of such struc- 
ture no part of the land whereon the 
structure stands or stood shall be built 
upon until after the balance due to the 
Council in respect of the structure has been 
paid. 

112. If the materials are not sold by the 
Council or if the proceeds of the sale are 
insufficient to defray the said expenses the 
Council may recover the expenses or the 
balance thereof from the owner of the 
building together with all costs in respect 
thereof in a summary manner. 
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113.— (1) There shall be paid to the Fees to 
district surveyor in respect of his services «"rveyor. 
under this Part of this Act in relation to 
any dangerous structures the fees specified 
in Part II. of the Third Schedule to this 
Act. 

(2) Provided that if any special semce is 
required to be perfomied by the district 
surveyor under this Part of this Act for 
which no fee is specified in the said 
schedule the Council may order such fee 
to be paid for that service as they think fit. 

(3) All fees paid to any surveyor by 
virtue of this section shall be deemed 
to be expenses incurred by the Council 
in the matter of the dangerous structure in 
respect of which such fees are paid and 
shall be recoverable by them from the 
owner accordingly. 

114. Where a structure has been certified ?,^Jf.'i?„^.^^ 
by a district surveyor to be dangerous to its from dangerous 
inmates a petty sessional court may if structure. 
satisfied of the correctness of the certificate 
upon the application of the Council by 
order direct that any inmates of such struc- 
ture be removed therefrom by a constable 
or other peace officer and if they have no 
other abode he may require that they be 
received into the workhouse for the place 
in which the structure is situate. 



Neglected Structures. 

115. — (1) Where a structure is ruinous Kemovai of 
or so far dilapidated as thereby to have nested '^ ^""^ 
become and to be unfit for use or ocqupa- bufidhigs. 
tion or is from neglect or otherwise in a 
structural condition prejudicial to the pro- 
perty in or the inhabitants of the neigh- 
bourhood a petty sessional court on com- 
plaint by the Council may order the owner 

Q 
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to take down or repair or rebuild such 
structure (in this Act referred to as a 
neglected structure) or any part thereof 
or to fence in the ground upon which it 
stands or any part thereof or otherwise 
to put the same or any part thereof into 
a state of repair and good condition to the 
satisfaction of the Council within a reason- 
able time to be fixed by the order and may 
also make an order for the costs incurred 
up to the time of the hearing. 

(2) If the order is not obeyed the Council 
may with all convenient speed enter upon 
the neglected structure or such ground as 
aforesaid and execute the order. 

(3) Where the order directs the taking 
down of a neglected structure or any part 
thereof the Council in executing the order 
may remove the materials to a convenient 
place and (unless the expenses of the 
Council under this section in relation to 
such structure are paid to them within 
fourteen days after such removal) sell the 
same if and as they in their discretion 
think fit. 

(4) All expenses incurred by the Council 
under this section in relation to a neglected 
structure may be deducted by the Council 
out of the proceeds of the sale and the 
surplus (if any) shall be paid by the 
Council on demand to the owner of the 
structure and if such neglected structure 
or some part thereof is not taken down 
and such materials are not sold by the 
Council or if the proceeds of the sale are 
insufficient to defray the said expenses 
the Council may recover such expenses or 
such insufficiency from the owner of the 
structure together with all costs in respect 
thereof in a summary manner but without 
prejudice to his right to recover the same 
from any lessee or other person liable to the 
expenses of repairs. 
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Supplemental as to Dangerous and 
Neglected Structures, 

116. — (1) Where the Council have in- Prorision for 
curred any expenses in respect of any J"i2y^°f,t ^f 
dangerous or neglected structure and have expenses 
not been paid or have not recovered the incurred by 
same a petty sessional court on complaint 
by the Council may make an order fixing 
the amount of such expenses and the 
costs of the proceedings before such petty 
sessional court and directing that no part 
of the land upon which such dangerous 
or neglected structure stands or stood shall 
be built upon or that no part of such 
dangerous or neglected structure if repaired 
or rebuilt shall be let for occupation until 
after payment to the Council of the said 
amount and thereupon and until payment 
to the Council of the said amount no part 
of such land shall be built upon and no 
part of such dangerous or neglected struc- 
ture so repaired or rebuilt shall be let for 
occupation. 

(2) Every such order shall be made in 
duplicate and one copy of such order 
shall be retained by the proper officer of 
the court and the other copy shall be kept 
at the county hall. 

(3) The Council shall keep at the county 
hall a register of all orders made under 
this section and shall keep the same open 
for inspection by all persons at all reason- 
able times and any such order not entered 
in such register within ten days after the 
making thereof shall cease to be of any 
force No property shall be affected by any 
such order unless and until such order is 
entered in such register. 

117. The fees specified in Part IV. of the \^ ^J^ 
Third Schedule to this Act as payable to neg^cted^ ^^ 
the Council shall be payable to and may be structures to 

Council. 
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recovered in a summary way by the 
Council. 



PART X. 

Dangerous and Noxious Businesses. 

Keguiations for 118. — (1) No person shall erect any 
liangi^ous^*'' building nearer than fifty feet to a building 
busftiesa. uscd for any dangerous business to which 

this section applies. 

(2) Provided that where a building 
erected before the ninth day of August one 
thousand eight hundred and forty-four 
within fifty feet from any building for the 
time being used for any such dangerous 
business is pulled down burnt or destroyed 
by tempest such building may be rebuilt. 

(3) No person shall establish or carry on 
a dangerous business to which this section 
applies in any building or vault or in the 
open air at a less distance than forty feet 
from any public way or than fifty feet from 
any other building or any vacant ground 
belonging to any person other than his 
landlord. 

(4) The following businesses shall be 
deemed to be dangerous businesses within 

. the meaning of this section (that is to say) 
The business of the manufacture of matches 
ignitable by friction or otherwise or of 
other substances liable to sudden explosion, 
inflammation or ignition or of turpentine 
naphtha varnish tar resin or Brunswick 
black and any other manufacture dan- 
gerous on account of the liability of the 
materials or substances employed therein 
to cause sudden fire or explosion. 

itegniat ions for 119. — (1) No person shall erect any 
'*oxi**T "^"^ dwelling-house nearer than fifty feet to a 
business. building used for any noxious business to 

which this section applies. 
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(2) Provided that where a dwelling-house 
erected before the ninth day of August one 
thousand eight hundred and forty -four 
within fifty feet from any building for 
the time being used for any such noxious 
business is pulled down burnt or destroyed 
by tempest such dwelling-house may be 
rebuilt. 

(3) Subject to the provisions of the next 
following section no person shall establish 
or can'y on a noxious business to which 
this section applies in any building or vault 
or in the open air at a less distance than 
forty feet from any public way or than 
fifty feet from any dwelling-house. 

(4) The following businesses shall be 
deemed to be noxious businesses within the 
meaning of this section (that is to say) 
The business of a blood boiler or bone 
boiler and any other like business which is 
offensive or noxious but nothing in this 
section shall apply to any of the following 
businesses namely the businesses of a soap 
boiler tallow melter knacker fellmonger 
tripe boiler and slaughterer of cattle or 
horses. 

120. The following provisions shall apply Provisions as to 

to any noxious business existing before the S^ioJJs*^^*^ 
ninth day of August one thousand eight businebses. 
hundred and forty-four : — 
(1) If any party charged with carrying 
on such business show that in carrying 
on such business all the means known 
to be available for mitigating the effect 
of such business have been adopted 
then it shall be lawful for the petty 
sessional court to remit or mitigate 
the penalty Provided further that if 
it shall appear to the said court or to 
, the court of quarter sessions whether 
on appeal or on trial by jury as herein- 
after provided that the person carrying 
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on any such business shall have made 
due endeavours to carry on the same 
with a view to mitigate so far as pos- 
sible the effects of such business then 
although he have not adopted all or 
the best means available for the pur- 
pose yet it shall be lawful for the court 
to suspend the execution of their order 
upon condition that within a reasonable 
time to be named the party convicted 
do adopt such other or better means as 
to the court shall seem fit or before 
passing final sentence and without con- 
sulting the prosecutor to make such 
other order touching the carrying on 
of such business as the court shall 
think fit for preventing the nuisance 
in*f uture Provided always that if the 
matter come before any superior court 
it shall be lawful for such court to 
exercise such jwwer of mitigating or 
remitting such penalty or of suspend- 
ing the execution of any judgment 
order or determination in the matter 
or to make such order touching the 
carrying on of such business as to the 
court shall seem fit : 

(2) Any person dissatisfied with the 
decision of the petty sessional court 
may appeal to the court of quarter 
sessions in manner provided by the 
Summary Jurisdiction Acts : 

(3) If before conviction by the petty 
sessional court the x)erson complained 
against desire to have the matter tried 
by a jury and enter into a recognizance 
to try such matter without delay and 
to pay all costs of trial if a verdict be 
found against him then such matter 
shall be tried at the next practicable 
court of quarter sessions or whensoever 
that court shall appoint and if that 
com't shall think fit it shall be lawful 
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for them to authorise the jury to view 
the place in question in such manner 
as they shall direct and the jury shall 
inquire and try and determine by their 
verdict whether the business in ques- 
tion be offensive or noxious and 
whether the party in question have 
done any act whereby the penalty 
imposed by this Act in respect thereof 
has been incurred and subject to the 
power herein-before conferred of miti- 
gating such penalty or suspending their 
judgment order or determination there- 
on or making such order touching the 
carrying on of the business the said 
court shall give judgment according to 
such verdict and shall award the 
penalty (if any) incurred by the defen- 
dant and shall and may (if they see fit) 
award to either of the parties such 
costs as they may deem reasonable 
which verdict and the judgment award 
order or determination thereon shall 
be binding and conclusive. 



121. The provisions of this Part of this Saving for 
Act relating to dangerous and noxious ii^^iieries." 
businesses shall not apply to any public 
gasworks nor to any premises used for the 
purpose of distillation or the rectification 
of spirits under the survey of the Com- 
missioners of Inland Revenue or their 
officers. 



PART XI. 

DWBLLING-HOUSBS ON LoW-LYING LaND. 

122. It shall not be lawful for any person J^fiJ"o?riow. 
upon land of which the sm'f ace is below the lying land. 
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level of Trinity high-water mark and which 
is so situate as not to admit of being 
drained by gravitation into an existing 
sewer of the Council to erect any building 
to be used wholly or in part as a dwelling- 
house or to adapt any building to be used 
wholly or in part as a dwelling-house except 
with the permission of the Council and 
subject to and in accordance with such 
regulations as the Council may from time 
to time prescribe with reference to the 
erection of buildings on such land : 

And the Council may by such regulations 
(subject to appeal as herein-after pro- 
vided) — 
(i) Prohibit the erection of dwelling- 
houses or the adaptation of any build- 
ings for use as dwelling-houses on such 
land or any defined area or areas of 
such land ; 
(ii) Regulate the erection of dwelling- 
houses or the adaptation of buildings 
for use as dwelling-houses on such land 
or any defined area or areas of such 
land; 
(iii) Prescribe the level at which the 
under side of the lowest floor of any 
permitted building shall be placed on 
such land or any defined area or areas 
of such land and as to the provision to 
be made and maintained by the owner 
for securing efficient and proper drain- 
age of the buildings either directly or 
by means of a local sewer into a main 
sewer of the Council : 
Any person seeking to erect any dwell- 
ing-house or any building any part of 
which is to be used as a dwelling-house or 
to adai)t any building or any part of a 
building for use as a dwelling-house on any 
of such land shall make application to the 
Council for a licence to erect the same and 
the matter shall thereupon be referred to 
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the chief engineer of the Council who shall 
decide whether and if so upon what con- 
ditions such erection or adaptation may be 
permitted and any such decision shall be 
given by the said engineer by a certificate 
in writing under his hand Any person 
objecting to the refusal of the Council to 
permit on such land or any defined area or 
areas of such land the erection of any 
dwelling-house or the adaptation for use as 
a dwelling-house of any building or to any 
regulation made by the Council under this 
Part of this Act or to any decision of the 
said engineer or as to the reasonableness 
of any requirement or condition made 
by him may appeal to the tribunal of 
appeal. 



123. The Council may with the concm'- Power to make 
rence of the tribunal of appeal from time ^-eRuiations. 
to time make regulations prescribing the 
procedure to be followed by persons making 
applications under this Part of this Act. 



124. — (1) Regulations made by the Coun- Publication ami 
cil under this Part of this Act shall have J^^jj^^tfons 
no force until a copy thereof shall have 
been published in the London Gazette and 
it shall be the duty of the Council to give 
notice of every such regulation by publish- 
ing a copy thereof in two or more London 
daily newspapers and if there be a local 
newspaper circulating in the parish or 
district to which such regulation applies 
then also in such local newspaper. 

(2) Printed copies of every regulation 
from time to time in force under this Part 
of this Act shall be kept at the county hall 
and shall be supplied free of charge to any 
person concerned who may apply for the 
same. 
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PART XII. 

Sky Signs. 

Sky signs. 125. In this Part of this Act the expres- 

sion — 
"Sky sign" means any word letter 
model sign device or representation in 
the nature of an advertisement an- 
nouncement or direction supported on 
or attached to *any post pole standard 
framework or other support wholly or 
in part upon over or above any build- 
ing or structure which or any part of 
which skv sign shall be visible against 
the sky from any point in any street 
or public way and includes all and 
every part of any such post pole stand- 
ard framework or other support The 
expression "sky sign" shall also in- 
clude any balloon parachute or similar 
device employed wholly or in part for 
the purposes of any advertisement or 
announcement on over or above any 
building structure or erection of any 
kind or on or over any street or public 
way but shall not be deemed to in- 
clude — 
(i) Any flagstaff pole vane or weather- 
cock unless adapted or used wholly 
or in part for the purposes of any 
advertisement or announcement; 
(ii) Any sign on any board frame or 
other contrivance securely fixed 
to or on the top of the wall or 
parapet of any building on the 
cornice or blocking course of any 
wall or to the ridge of a roof pro- 
vided that such board frame or 
other contrivance be of one con- 
tinuous face and iiot open work 
and do not extend in height more 
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than three feet above any part of 
the wall or parapet or ridge to 
against or on which it is fixed or 
supported; or 
(iii) Any such word letter model sign 
device or representation as afore- 
said which relates exclusively to 
the business of a railway company 
and which is placed or may be 
placed wholly upon or over any 
railway railway station yard plat- 
form or station approach or pre- 
mises belonging to a railway com- 
pany and which is also so placed 
that it could not fall into any 
street or public place. 

128. For the purpose of giving effect to District 
the provisions of this Part of this Act the forTuw^s'^f 
district surveyor of each district acting this Part of Act. 
under this Act shall inspect and surv^ey sky 
signs in his district and report from time 
to time to the Council. 

The expression "the surveyor" in this 
Part of this Act means the district surveyor 
so acting within his district. 



127. From and after the commencement Prohibition of 
of this Act it shall be unlawful to erect g^g^sf '^^ 
any sky sign as defined in this Act. 



128. From and after the commencement Regulation of 
of this Act it shall be unlawful to retain JJlng "^ ^^^ 
any sky sign as defined in this Act which 
previously to the passing of this Act shall 
have been erected except in pursuance of 
and in accordance ^vith the terms of a 
licence granted or renewed before the 
passing of this Act by the Council or by 
the Commissioners of Sewers as the case 
may be under the provisions of the London 
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Sky Signs Act 1891 as amended by section 
17 of the London County Council (General 
Powers) Act 1893 or renewed alter the 
passing of this Act as herein-after provided. 

Kcnewaiof 129. — (1) A Hcence granted under the 

licence. , provisions of the London Sky Signs Act 

1891 and renewed under the same Act 
may on the expiration of the period for 
which such renewal was granted be re- 
newed for one further period of two years 
but not longer. 

(2) A hcence granted under the pro- 
visions of the London Sky Signs Act 1891 
as amended by section 17 of the London 
County Council (General Powers) Act 1893 
after the twenty-fourth day of August one 
thousand eight hundred and ninety-three 
may be renewed from the expiration of a 
period of two years from the date of issue 
of such licence for a further period of two 
years and on the expiration of that period 
for one other period of two years making 
with the original term of the licence six 
years in all but not longer. 

(3) Every person desirous of obtaining a 
renewal of a licence to retain a sky sign for 
any such period as aforesaid may make 
application to the surveyor for an inspec- 
tion and survey of such sky sign and such 
application shall be dealt with as herein- 
after provided and any person who shall 
have obtained a certificate from the sur- 
veyor after any such inspection and survey 
in accordance with the provisions herein- 
after contained may at any time within 
fourteen days from the issue thereof for- 
ward the same to the Council with an 
apphcation for a hcence from the Council 
to retain the same sky sign and every such 
apphcation for a hcence shall be accom- 
panied by a fee of five shilhngs which shall 
be paid to the Council for and in respect of 
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the registration of the licence and the 
Council shall thereupon grant to such 
person a licence for the retention of such 
sky sign for a period of two years from the 
date of the issue of such licence. 

(4) Every such application, to the sur- 
veyor for the inspection and survey of a 
sky sign shall be accompanied by a payment 
of two guineas to such surveyor which shall 
be his fee for the inspection and survey 
and for the grant or refusal of the certifi- 
cate as the case may be and it shall not be 
lawful for the surveyor to demand or 
receive any further fee or payment in 
respect thereof. 

(6) The surveyor shall either grant a 
certificate that in his opinion the sky sign 
is so placed constructed and supported as 
not to be likely to involve danger to the 
public or he shall refuse to grant such cer- 
tificate in which case he shall state the 
grounds of such refusal and such certificate 
or refusal shall be in the form set out in 
this section with such modifications if any 
as the circumstances may require : — 

Form of Certificate. 

London Building Act 1894. 

District oj 

Whereas A.B. of has made 

application to me pursuant to the London 
Building Act 1894 to inspect and survey a 
sky sign erected at I hereby 

eertii^ that I have inspected and surveyed 
the same and in my opinion the said sky 
sign may be retained as now constructed 
for two years from the date hereof without 
being likely to cause danger to the public. 

Dated this day of 189 . 

(Signed) CD, 

Surveyor. 
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Form op Refusal op Cbrtipicate. 

London Building Act 1894. 

District of 

Whereas A.B. of has made 

application to me pursuant to the London 
Building Act 1894 to inspect and survey a 
sky sign erected at I hereby 

certify that I have inspected and surveyed 
the same and I refuse to certify that the 
said sky sign is so constructed as not to be 
likely to cause danger to the public for the 
following reasons — 

Dated this day of 189 . 

(Signed) CD. 

Surveyor. 

Alteration of 130.— (1) "VMiere the surveyor refuses to 
meerfurvevors Rra^t a certificate applied for under this 
requirements. Act the applicant may if he think fit and 
can lawfully do so execute such repairs to 
or alterations in or modifications of the sky 
sign as shall meet the objections thereto as 
stated in the form of refusal and may there- 
upon make a further application to the 
surveyor to inspect and survey the sky 
sign. 

(2) If the surveyor on re-inspection and 
re-survey be of opinion that the sky sign 
has been so repaired altered or modified 
that it is not likely to involve danger 
to the public he shall grant a certificate 
under this Act with respect to such sky 
sign and an application for licence thereof 
may be made as in this Act provided. 

(3) Every such application to the sur- 
veyor to re-inspect and re-survey a sky 
sign and for a certificate in respect thereof 
shall be accompanied by a payment of one 
guinea to such surveyor which shall be his 
fee for such re-inspection and re-survey and 
for the grant or refusal of a certificate 



(57 and 08 Victonay chapter cexiii.) Ill 

thereupon as the case may be and it shall 
not be lawful for the surveyor to demand 
or receive any further fee or payment in 
respect thereof. 

131. Where the surveyor refuses to grant Notice of refusal 
a certificate applied for under this Act it Se^St^t^the^ 
shall be the duty of the surveyor forthwith council. 
to forward a copy of his refusal to the 
Council. 



132. Where the surveyor refuses to grant Appeal acai 
a certificate under this Act it shall be law- cfrtmLte. 
ful for the applicant at any time within 
fourteen days after the date of such refusal 

to make application to the tribunal of 
appeal by way of appeal against such 
refusal and such appeal shall be accom- 
panied by a copy of the form of refusal by 
the surveyor. 

133. In any of the following cases a Forfeiture 
licence under this Act shall become void ^^^*^"*^®- 
viz : — 

(i) If any addition to any sky sign be 
made except for the purpose of making 
it secure under the direction of the 
surveyor ; 

(ii) If any change be made in the sky 
sign or any part thereof ; 

(iii) If the sky sign or any part thereof 
fall either through accident decay or 
any other cause ; 

(iv) If any addition or alteration be made 
to or in the house building or structure 
on over or to which any sky sign is 
placed or attached if such condition or 
alteration involves the disturbance of 
the sky sign or any part thereof ; 

(v) If the house building or structure 
over on or to which the sky sign is 
placed or attached become unoccupied 
or be demolished or destroyed. 



ainst 
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Removal of 134. If any sky sign be erected or re- 

sky signs. tained contrary to the provisions of this Act 

or after the licence for the maintenance or 
retention thereof for any period shall have 
become void it shall be lawful for the 
Council to take proceedings for the taking 
down and removal of the sky sign in the 
same manner in all respects as if it were a 
structure certified to be in a dangerous 
state under Part IX. of this Act except 
that the provisions of the said Part with 
respect to arbitration shall not apply and 
it shall be lawful for the Council or any 
officers servants or workmen appointed by 
them for that purpose (after obtaining the 
order of a petty sessional court for the 
taking down of the sky sign and after the 
expiration of the period (if any) fixed by 
such order for taking down the same) to 
enter upon the land building or premises 
on or over which the sky sign is erected 
and to take down and remove the sky sign 
and to execute and do any works which 
may be necessary for that purpose and for 
leaving any building to which the same 
was attached in a condition of safety and 
all the expenses of and incidental to any 
such work shall be repaid and be recover- 
able as though the same were a penalty 
imposed by this Act. 

For the purpose of any such proceeding 
the expression "the owner" in the said 
Part of this Act shall mean the occupier of 
the house building or structure on or to 
which the sky sign is erected or attached 
or if the house building or structure is 
unoccupied then the person who would be 
the owner thereof within the meaning of 
this Act. 

Application of 135. As regards the City this Part of 
"^ll.^Yi "Ji^*"* this Act shall be read and have effect as 

within the Citv. .« . i. /-^ . . r ci j 

* if the Commissioners of Sewers were named 
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therein instead of the Council and all costs 
and expenses of such Commissioners in 
the execution of this Part of this Act 
shall be paid out of their consolidated 
rate as part of the expenses of sufch 
Commissioners. 



PART XIII. 

Superintending Akchitect and Dis- 
trict Surveyors. 

136. — (1) The Council may for the pur- Povre*- tor 
pose of aiding in the execution of this ^^^^^1 ^ 
Act appoint some fit person to be called superiuteiiding 
"the superintending architect of metro- »'^*'*"*^®^'*- 
politan buildings*' together with such 
number of clerks as they think fit. 

(2) Such architect and clerks shall be 
removable by the Council and perform such 
duties as the Council direct. 

(3) The superintending architect shall 
not practise as an architect or follow any 
other occupation. 

(4) There shall be paid to the superin- 
tending architect and clerks such salaries 
as the Council may direct. 

(5) Subject to the foregoing provisions of 
this section the person who at the com- 
mencement of this Act is the superintend- 
ing architect of metropolitan buildings 
shall continue to be the superintending 
architect under this Act. 

137. If the superintending architect is Power of 
prevented by illness infirmity or any other a^ftecrto "^*^ 
unavoidable cause from attending to the appoint deputy, 
duties of his office he may with the consemfc 
of the Council appoint some other person 
as his deputy to perform all his duties for 
such time as he may be temporarily pre- 
vented from executing them. 

u 
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Buildings to be 138. Subject to the provisions of this 
supervised by ^^^ ^nd to the exemptions in this Act 
Burveyors. mentioned every building or structure and 
every work done to in or upon any building 
or structure and all matters relating to the 
width and direction of streets the general 
line of buildings in streets the provision of 
open spaces about buildings and the 
height of buildings shall be subject to the 
supervision of the district surveyor ap- 
pointed to the district in which the building 
or structure is situate. 

Powers of 139, — (1) The Council shall have the 

S?I°yor8^a^d following powcrs with regard to the 
districts. district surveyors and their districts (that is 

to say): — 
(a) They may alter the limits of the 
district of any district surveyor or 
unite any two or more such districts 
and place any such altered district 
under the supervision of any dis- 
trict surveyor and do all such mat- 
ters and things as are necessary for 
carrying into effect the power hereby 
given; 
(6) They may dismiss or suspend any 
district surveyor and in case of any 
suspension or during any vacancy may 
appoint a temporary substitute pro- 
vided that their dismissal of a district 
surveyor who held such oiflce before 
the fourteenth day of August one 
thousand eight hundred and fifty-jSve 
shall be subject to the consent of a 
Secretary of State ; 
(c) On a vacancy occuning in the office 
of a district surveyor they may ap- 
. point another qualified person in his 

place ; 
{d) They may pay such amount of com- 
pensation as they think fit or as in case 
of disagreenaent shall be determined 
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by the tribunal of appeal to any dis- 
trict surveyor who is deprived of his 
office in pursuance of the power 
hereby given of altering the limits of 
districts. 
(2) Subject to the foregoing provisions of 
this section the districts existing at the 
commencement of this Act shall continue 
to be districts for the purposes of this Act 
and the several persons who at the com- 
mencement of this Act are district survey- 
ors shall continue to be district surveyors 
under this Act. 

140. The Royal Institute of British Bxamination of 
Architects may cause to be examined by SStee*^^^* ^"* 
such persons and in such manner as they surveyor, 
think fit all candidates presenting them- 
selves for the purpose of being examined 

as to their competency to perform the 
duties of district surveyor and shall grant 
certificates of competency to the candidates 
found deserving of the same and a person 
who has not already filled the office of 
district surveyor shall not be qualified to 
be appointed to that office unless he has 
received a certificate of competency from 
the said institute or has been examined 
in such other manner as the Council may 
direct and been found competent in such 
examination. 

141. Every district sm^veyor shall have Surveyor to 
and maintain an office at his own ex- ^**^® "" o***^ •• 
pense in such part of his district as may 

be approved by the Council and the Council 
shall forthwith communicate to the local 
authority any change in the office of such 
district surveyor. 

142. If any district sm'vey or is prevented Power of 

by illness infirmity or any other unavoid- J^^^^J^''^^® ^^^^ 
able circumstance from attending to the *pp^*° *'P" ^^ 
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duties of his office he may with the consent 
of the Council appoint some other person 
as his deputy to perform all his duties for 
such time as he may be preven^ted from 
executing them. 



Power to 
ap^int 
assistant 
surveyor. 



143. Where it appears to the Council that 
on account of the pressure of business 
in any district or on any other account 
the suiTeyor of that district cannot dis- 
charge his duties promptly and efficiently 
the Council may direct any other district 
surveyor to assist the surveyor of that 
district in the performance of his duties or 
appoint some other penson to give such 
assistance and the assistant surveyor shall 
be entitled to receive all fees payable 
in respect of the services performed by 
him. 



Surveyor not to 144. If any building or structure be 

works ^c^^iiis executed or any work done to in or upon 

professional any building or structure by or under the 

superinten- superintendence of any district sm'veyor 

acting professionally or on his own private 

account that surveyor shall not survey such 

building or structure for the purpose of 

this Act or act as district surveyor in 

respect thereof or in any matter connected 

therewith but it shall be his duty to give 

notice to the Council who shall then 

appoint some other district surveyor to act 

in respect of the matter. 



Notices to be 
given to 
surveyor by 
builder. 



145. In the following cases and at the 
following times (that is to say) : — 

(a) Where a building or structure or 
work is about to be begun then two 
clear days before it is begun ; and 

(6) Where a building or structure or work 
is after the commencement thereof 
suspended for any period exceeding 
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three months thfen two clear days 

before it is resumed ; and 

(c) Where during the progress of a 

building or structure or work the 

builder employed thereon is changed 

then two clear days before a new 

builder enters upon the continuance 

thereof ; 

the builder or other person causing or 

directing the work to be executed shall 

serve on the district surveyor a building 

notice respecting the building or structure 

or work Every building notice shall 

state the situation area height number 

of storeys and intended use of the 

building or structure and the number of 

buildings or structures if more than one 

and the particulars of the proposed work 

and the name and address of the person 

giving the notice and those of the owner 

then in possession of and the occupier of 

the building or structure or of its site 

or intended site All works in progress 

at the same time to in or on the same 

building or structure may be included in 

one building notice. 



146. Every district surveyor shall upon Surveycrto 
the receipt of any such notice as aforesaid enforce 
and also upon any work being observed by o? ac^ "° 
or made known to him which is affected by 
the provisions of this Act or byelaws made 
thereunder but in respect of which no 
notice has been given and also from time 
to time during the progress of any work 
affected by such provisions and byelaws as 
often as may be necessary for securing the 
due observance of such provisions and bye- 
laws survey any building or work hereby 
placed under his supervision and cause all 
such provisions and byelaws to be duly 
observed. 
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Notice to be 
evidence of 
intend e<l works. 



Power of entry 
to inspect 
buildings. 



147. — ^Every notice served in pursuance 
of this Act shall be deemed in any question 
relative to any building structure or work 
to be primi facie evidence as against the 
builder of the nature of the building struc- 
ture or work proposed to be built or done. 

148. — (1) The district surveyor of any 
district at all reasonable times during the 
progress and during fourteen days next 
after the completion of any building struc- 
ture or work in such district affected by 
any of the provisions of this Act or by any 
byelaws made thereunder or by any terms 
or conditions on which the observance of 
any such provisions or byelaws may have 
been dispensed with may enter and inspect 
such building structure or work. 

(2) The district surveyor may for the 
purpose of ascertaining whether any build- 
ings erected in those premises are in such 
a situation or possess such characteristics 
as are required in order to exempt them 
from the operation of this Part of this Act 
at all reasonable times and after reasonable 
notice enter any premises except buildings 
exempt from the operation or Parts VI. 
and VIT. of this Act and he may do therein 
all such things as are reasonably necessary 
for the above purpose. 

In case of 149. — Where by reason of any emergency 

emergency any act or work is required to be done im- 
oommenc^ mediately or before notice can be given as 
without notice, aforesaid such act or work may be done on 
condition that before the expiration of 
twenty-four hours after it has been begun 
notice thereof is served on the district sur- 
veyor. 

As to service of 160. — Where it appears from the building 
notice of notice Served on the district surveyor under 

buiider^Sr''" ^his Act that it is proposed to erect 
building owner, any building or structure or to do any work 
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to in or upon any building which will be in 
contravention of this Act or that anything 
required by this Act is proposed to be 
omitted the district surveyor shall serve 
upon the builder or building owner a notice 
of objectfon to such proposed erection and 
in the event of the builder or the building 
owner being dissatisfied with the decision 
of the surveyor he may within fourteen 
days of the date of the notice of objection 
appeal to a petty sessional court who may 
make an order either affirming the objec- 
tion or otherwise. 



161. — In any of the following cases (that Notice by 

IS tn flJlv^• surveyor In case 

IS lo say;. of irregularity. 

(a) where in erecting any building or 
structure or in doing any work to in or 
upon any building anything is done in 
contravention of this Act or anything 
required by this Act is omitted to be 
done; or 

(b) where the district surveyor on sur- 
veying or inspecting any building or 
work in respect of which notice has 
not been served as required by this 
Part of this Act finds that the same is 
so far advanced that he cannot ascer- 
tain whether anything has been done 
in contravention of this Act or whether 
anything required by this Act has been 
omitted to be done ; 

the district surveyor shall serve on the 
builder engaged in erecting such building 
or structure or in doing such work a notice 
(herein-after referred to as a notice of irreg- 
ularity^ requiring him within forty-eight 
hours irom the date of the notice to cause 
anything done in contravention of this Act 
to be amended or to do anything required 
to be done by this Act which has been 
omitted to be done or to cause so much of 
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any building structure or work as prevents 
such district surveyor from ascertaining 
whetlier anything has been done or omitted 
to be done as aforesaid to be to a sufficient 
extent cut into laid open or pulled down. 



Notice of 
irregularity 
after com- 
pletion of 
building. 



162. — (1 ) In order to provide for the ser- 
vice of a notice of irregularity after and 
notwithstanding that the building or struc- 
ture has ceased to be in charge of or under 
the control of the builder the following 
provisions shall have effect : — 

(a) If notice in writing shall have been 
served upon the district surveyor by 
the builder or owner of the date at 
which such building has ceased to be 
in the charge of or under the control 
of the builder then at any time before 
the expiration of fourteen days after 
the service of such notice a notice of 
irregularity may if the district surveyor 
thinks fit be served on the owner or 
occupier of the building or structure 
or other the person causing or direct- 
ing or who has caused or directed the 
work instead of or in addition to the 
builder (if any) ; 

(b) Where no such notice shall have been 
served upon the district surveyor a 
notice of irregularity may at any time 
within twenty-one days after comple- 
tion of the building or structure be 
served on the owner or occupier of the 
building or structure or other the 
person causing or directing or who has 
caused or directed the work instead of 
or in addition to the builder (if any). 

(2) When the owner of the building or 
structure does not allow the builder to com- 
ply with the requisition of a notice of irre- 
gularity served on the builder and the 
builder serves notice on the district surveyor 
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to that effect a notice of irregularity may 
at any time within fourteen days after ser- 
vice of the notice by the builder on the 
district surveyor be served on the owner or 
occupier of the building or structure or 
other the person causing or directing or 
who has caused or directed the work instead 
of or in addition to the builder (if any). 

(3) When a notice of irregularity is 
served under this section the provisions of 
this Act as to the consequences of such a 
notice so far as they relate to the builder 
shall apply to the owner occupier or other 
person served. 

(4) Nothing in this section shall prejudice 
any remedy of an owner occupier or other 
person against the builder. 

153. — (1.) If the person on whom the Summary 
notice of irregularity is served make default E!!?ptS!?i"?f„™ 

1 . ^ .1.1. '!•. J. x« 'i.\.' xi_ non-compliance 

in complying with that notice within the with notice. 
period named therein a petty sessional 
court on complaint made in a summary 
manner as provided by the Summary Juris- 
diction Acts by the district surveyor may 
make an order on such person requiring 
him to comply with the notice or with any 
requisitions therein which may in the 
opinion of the court be authorised by this 
Act within a time to be named in the order. 
(2) If the order be not complied Avith the 
Council may if they think fit after giving 
seven days* notice to such person enter 
w^ith a sufficient number of workmen upon 
the premises and do all such things as may 
be necessary for enforcing the requisitions 
of the notice and for bringing any building 
or work into conformity with the provisions 
of this Act and all expenses incurred by 
the Council in so doing may be recovered 
in a summary way either from the person 
on whom the order was made or from the 
owner of the premises. 
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Payments to 154. — (1) There shall be paid by the 
orrtinaiT an^d[ ^^il^Gr OF in his default by the owner or 
special services, occupicr as the case may be of the building 
or structure in respect whereof the same 
are chargeable to every district surveyor in 
respect of the several matters mentioned 
in Parts I. and III. of the Third Schedule 
to this Act the fees therein specified or 
such other fees not exceeding the amounts 
therein specified as may be directed by the 
Council. 

(2) If in consequence of any reduction 
being made by the Council in the amount 
of the said fees the income of any existing 
district surveyor is diminished the Council 
shall grant to him compensation in respect 
of such diminution. 



Council to pay 155, The Council shall pay to the district 

surveyor in surveyor such fees as the Council shall 

relation to from time to time determine in respect of 

streets &c°' ^^^ service required to be performed by 

the district surveyor in relation to the 

formation or laying out of streets lines of 

building frontage and any like service 

which the district surveyor may be required 

to perform under this Act. 

Fees in relation 155, The Council shall pay to the district 
heiore tri^bunai. surveyor such fees as may be from time to 
time appointed by the tribunal of appeal 
in respect of any work done by the district 
surveyor in relation to the preparation of 
evidence and giving the same before the 
tribunal of appeal. 



Periods when 
surveyors 
entitled to fees. 



157. — (1) At the expiration of the follow- 
ing periods (that is to say) : — 

(a) Of fourteen days after the roof of any 
building surveyed by a district sur- 
veyor under this Act has been covered 
in ; and 

(6) Of fourteen days after the completion 
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of any work by this Act placed under 
the supervision of a district surveyor ; 
and 
(c) Of fourteen days after any special 
service in respect of any building 
structure or land has been performed 
by a district surveyor ; 
the district surveyor shall be entitled to 
receive the fees due to him from the builder 
employed in erecting such building or 
structure or in doing such work or in doing 
any matter in respect of which any special 
service has been performed by the surveyor 
or from the owner or occupier of the build- 
ing or structure so erected or in respect of 
which such work has been done or service 
performed or of the land in upon or in 
respect of which such work has been done 
or service performed. 

(2) If any such builder owner or occupier 
refuses to pay the said fees they may be 
recovered in a summary manner on its 
being shown to the satisfaction of the court 
that a proper bill specifjdng the amount of 
the fees was delivered to him or sent to 
him in a registered letter addressed to his 
last known residence. 

168. — (1) The Council may at any time Power of 
by order cause such fixed salary as they ^^JaHes to ^^ 
may determine to be paid to any district surveyors, 
surveyor by way of remuneration instead 
of fees so that the amount of such remune- 
ration be not less than the amount of the 
average of the fees for the last seven com- 
pleted years preceding such determination 
and thereupon the fees which would have 
been payable to such district surveyor in 
pursuance of this Act shall be paid to the 
Council and carried to the credit of the 
county fund. 

(2) The Council may at any time provide 
either wholly or partially for the payment 
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Council may 
proceed on 
behalf of 
district 
surveyor. 



of salaries to the district surveyors or to 
any of them out of the county fund and 
may thereupon abolish or reduce any fees 
by this Act made payable to the district 
surveyors. 

169. The Council may in any case where 
they shall think fit so to do undertake on 
behalf of a district suneyor any proceed- 
ings which would otherwise be undertaken 
by such district surveyor or may pay the 
costs incurred by any district surveyor in 
any proceedings taken by him under this 
Act. 



Monthly 
returns' by 
district 
survej'or to 
Council. 



Return to be 
a certificate 
tiiat works are 
in accordance 
with Aot. 



Returns by District Surveyors. 

160. Every district surveyor shall within 
seven days after the first day of every 
month make a return to the Council in 
such manner as they may appoint of all 
notices and complaints received by him 
relative to the business of his district and 
the results thereof and of all matters 
brought by him before any petty sessional 
court and of all the several works super- 
vised and special services performed by 
him in the exercise of his office within the 
previous month and of all fees charged or 
received in respect thereof and shall specify 
in such return the description and locality 
of every building which has been built 
rebuilt enlarged or altered or on which any 
work has been done under his supervision 
with the particular nature of every work in 
respect of which any fee has been charged 
or received. 

161. Every such return shall be signed 
by the district surveyor and shall be deemed 
to be a certificate that all the works 
enumerated therein as completed have 
been done in all respects in accordance 
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with this Act to the best of his knowledge 
and beUef and that they have been duly 
surveyed by him. 

162. The superintending architect or Audit of 
such other officer as the Council appoint eSed'by *^^' 
shall examine the monthly returns of the dietnct 
district surveyors and if any fees therein surveyor. 
si)ecified appear to him to be unauthorised 

by this Act or to exceed in amount the fees 
so authorised or if any such account 
appears to be in any respect fraudulent or 
incorrect he shall make his report in writ- 
ing to that effect to the Council who shall 
thereupon take such steps in the matter as 
they deem expedient. 

163. Every district surveyor shall forth- Distriot 
with notify to the Council any actual or fiotlf^^ceAain 
probable contravention of the provisions of irregiiiaritS"to 
this Act in relation to any matter or thing the Council, 
with which it is not within his competency 

to deal of which notice or information has 
been given to him or which he has dis- 
covered. 



PART XIY. 

Byblaws. 

164. — (1) Subject to the provisions of Power to 
this Act the Council may make such bye- ^^"£^^.1^"*"*^*' 
laws not repugnant or contrary to the pro- ^^ *^^** 
visions of this Act as they may think 
expedient for the better carrying into 
effect the objects and powers of this Act 
with respect to the following matters (that 
is to say) : — 
The regulation of the plans level width 
surface and inclination of new streets 
and for regulating the plans and level 
of sites for new buildings j 
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The forms of notice and other documents 
to be used for the purposes of this Act 
and other like matters of procedure ; 

Foundations and sites of buildings and 
other erections ; 

The mode in which and the materials 
with which such foundations and sites 
are to be made excavated filled up pre- 
pared and completed for secm'ing 
stability and for purposes of health ; 

The thickness and the description and 
quality of the substances of which 
walls may be constructed for securing 
stability the prevention of fires and 
for purposes of health ; 

The dimensions of wooden bressummers ; 

The dimensions of joists of floors ; 

The protection of ironwork used in the 
construction of buildings from the 
action of fire ; 

Woodwork in external walls ; 

The description and quality of the sub- 
stances of which plastering may be 
made; 

The mode in which and the materials 
with which any excavation made within 
a line drawn outside the external walls 
of a house building or other erection 
and at a uniform distance therefrom 
of three feet shall be filled up ; 

The regulation of lamps signs or other 
structures overhanging the public way 
not being within the City ; 

Provided that any such byelaws as 
to the regulation of lamps signs and 
other overhanging structm'es shall be 
administered by the local authority ; 

The means of escape from fire in buildings 
exceeding sixty feet in height ; 

The duties of district surveyors in relation 
to any byelaws made in pursuance of 
this section ; 

The deposit with district surveyors of 
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any plans of buildings submitted for 
their certificate ; 
The regulation of the amounts of the fees 
to be paid to district surveyors in respect 
of their duties under any such byelaws ; 
The imposition for every offence com- 
mitted against any byelaws made 
under this Act of a penalty not 
exceeding five pounds and a daily 
penalty not exceeding two pounds for 
every day during which such offence 
continues after conviction Such 
penalties to be recovered by summary 
proceedings. 
(2) The Council may provide by any bye- 
law that in any case in which the Council 
think it expedient they may dispense with 
the observance of any byelaw made under 
this section on such terms and conditions 
(if any) as they think proper. 

(8) No byelaw shall have any force or 
effect unless or until it shall have been sub- 
mitted to and confirmed at a meeting of 
the Council subsequent to that at which the 
byelaw shall have been made nor shall any 
byelaw have any force or effect until the 
same shall have been allowed by the Local 
Government Board. 

(4) Not less than two months before 
applying to the Local Government Board 
for the allowance of any such byelaws the 
Council shall give such notice of theii* 
intended application by advertisement in 
the London Gazette and otherwise as the 
Local Government Board shall direct and 
the Council shall send a copy of the pro- 
posed byelaws as approved by them to the 
local authority the Ecclesiastical Commis- 
sioners the Royal Institute of British Archi- 
tects the Surveyors' Institution the London 
Chamber of Commerce (Incorporated) and 
to the Institute of Builders and to such 
other societies and persons as the Local 
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Government Board may direct and for one 
month at least before any such application 
a copy of the proposed byelaws shall be 
kept at the county hall and shall be open 
during office hours thereat to inspection 
without charge. 

(5) All byelaws made and confirmed and 
allowed as aforesaid in pursuance of this 
Act shall be published in the London 
Gazette and printed and hung up at the 
county hall and be open to public inspection 
without payment and copies thereof shall 
be delivered to any person applying for 
the same on payment of such sum not 
exceeding two pence as the Council shall 
direct and such byelaws when so published 
shall come into operation upon a date to be 
fixed by the Local Government Board in 
allowing the byelaws and the production of 
a printed copy of such byelaws authenti- 
cated by the seal of the Council shall be 
evidence of the existence and of the due 
making allowance and publication of such 
byelaws in all prosecutions or other pro- 
ceedings under the same without adducing 
proof of such seal or of the fact of such 
making confirmation allowance or publica- 
tion of such byelaws. 

Saving for the 166. No byelaw in respect of any matter 
City of London, fy.^^ ^j^i^jjj ^j^e City is exempted by this 

Act or by any Act hereby repealed shall 
have any force or effect within the City. 



PAKT XV. 

Legal Proceedings. 

Summary pro- 166. AH offences penalties costs and 
cewiingB for expenses imder this Act or any byelaw 
recovery of made Under this Act directed to be pro- 
penalties, secuted or recovered in a summary manner 
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or the prosecution or recovery of which is 
not otherwise provided for may be prose- 
cuted and recovered in manner directed by 
the Summary Jurisdiction Acts. 

167. Any proceedings taken by a district Proce^ings by 
surveyor may be continued by his duly ^"^^'®^*""- 
appointed deputy or successor in the office. 

168. Where jurisdiction is by this Act ^^^^^l^''^ 
given to a county court that court may county court, 
settle the time and manner of executing 

any work or of doing any other thing and 
may put the parties to the case upon such 
terms as respects the execution of the work 
as the court thinks fit : 

Provided that any person shall have the 
same right of appeal from any decision of 
a county court in any matter in which 
jurisdiction is given to such court by this 
Act as he would have under the County 
Courts Act 1888 from any decision of such 
court in any matter. 

169. Notwithstanding anything in any AppHratiou of 
other Act one half of all penalties recovered p®"*^"*"- 
by the Council under this Act shall be paid 

to the Council Provided that it shall be 
lawful for any court by whom any penalty 
is imposed under this Act to direct that the 
whole or part thereof shall be applied in or 
towards payment of the costs of the 
proceedings. 

170. Where any person has been con- Council may 
victed of an offence against any of the fn^°ili'd sen 
provisions of any Part of this Act or any materials and 
byelaw made thereunder by constructing recover 
erectmg adaptmg extendmg raising alter- 

ing uniting or separating any building or 
structure or any part of any building or 
structure in contravention of any pro- 
visions of any part of this Act it shall be 

I 



130 The London Building Act, 1894. 

lawful for the Council after giving fourteen 
days notice to such person to bring such 
building or structure into conformity with 
the said provisions and after default shall 
have been made in complying with such 
notice and notwithstanding the imposition 
and recovery of any penalty to cause com- 
plaint thereof to be made before a petty 
sessional court who may thereupon issue a 
summons requiring the person making such 
default as aforesaid to appear to answer 
such complaint and if the said complaint is 
proved to the satisfaction of the court the 
court may make an order in writing 
authonsing the Council and it shall there- 
upon be lawful for the Council to enter 
upon such building or structure with a 
sufficient number of workmen and to 
demolish or alter such building or structure 
or any part thereof so far as the same shall 
have been adjudged to be in contravention 
of this Act or any byelaw under this Act 
and to do whatever other acts may be 
necessary for such purpose and to remove 
the materials to some convenient place and 
if in their discretion they think fit sell the 
same in such manner as they may think fit 
and all expenses incurred by the Council 
in demolishing or altering such building or 
structure or any part thereof and in doing 
such other acts as aforesaid or the balance 
of such expenses after deducting the pro- 
ceeds of sale of the aforesaid materials (if 
the Council thinks fit to sell the same) 
may be recovered from the person com- 
mitting the offence aforesaid in a summary 
manner. 

K the proceeds of such sale shall be more 
than sufficient to defray such expenses the 
Council shall restore the surplus of such 
proceeds after deducting the amount of all 
such expenses to the owner of the building 
or slructm'e on demand. 
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171. The powers conferred by this Part of Procedure bv 
this Act upon the Council with respect to In'^S*"*?^^ ^^ 
any building or structure in case such buildings in 
building or structure has been erected advance of 
extended or raised contrary to the pro- ^'^^^^ ^'^®- 
visions of this Act beyond the general line 

of buildings in the street place or row of 
houses in which the same is situate shall 
extend and apply to and may be exer- 
cised by the local authority in like manner 
as by the Council. 

172. Where by any provision of this Act ^r^jjjjfg'^ "^ 
any surplus of the proceeds of the sale of proceeds^into 
any building structure or materials is made ^^ri, 
payable to any owner thereof and no 
demand is made by any person entitled 

thereto within one year of the receipt of 
the proceeds by the Council then the same 
shall be paid into the Bank of England 
(Law Courts Branch) to the account of the 
Paymaster-General for the time being for 
and on behalf of the Supreme Com't of 
Judicature to be placed to the credit of 
" ex parte the London County Council 
London Building Act 1894 the account of" 
the owner (describing him so far as reason- 
ably practicable) subject to the control of 
the High Court and to be paid out to the 
owner on his proving his title thereto. 

173. Where it is by any provision of this Payment of 
Act declared that expenses are to be borne o^Tiera!^ ^ 
by or may be recovered from the owner of 

any premises (including under the term 
"owner" the adjoining and building owners 
respectively) the following rules shall be 
observed with respect to the payment of 
those expenses: — 
(1) The owner immediately entitled in 
X>osse8sion to the premises or the occu- 
pier thereof shall in the first instance 
pay the expenses with this limitation 
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that ail occupier shall not be liable to 
pay any sum exceeding in amount the 
rent due or that will thereafter accrue 
due from him in respect of the premises 
during the period of his occupancy ; 

(2) If there are successive owners each of 
them shall be liable to contribute to 
the expenses in proportion to his 
interest ; 

(3) Any difference arising as to the 
amount of contribution shall be decided 
by arbitration ; 

(4) If some of the owners liable to con- 
tribution cannot be found the deficiency 
so arising shall be divided amongst the 
owners who can be found ; 

(6) Any occupier of premises who has 
paid any such expenses may deduct the 
amount so paid from any rent payable 
by him to any owner of the same pre- 
mises and any owner who has paid 
more than his due proportion of any 
such expenses may deduct the amount 
so overpaid from any rent* payable by 
him to any other owner of the same 
premises ; 

(6) If default is made by any person in 
payment of any expenses payable by 
him in the first instance under this 
section the same may be recovered in 
a summary way and if default is made 
by any i)er8on in repaying to any other 
person any money recoverable under 
this section such moneys may be re- 
covered in the same manner as if the 
obligation to pay such moneys were a 
simple contract debt. 

Ag to periods 174. Where the period within which for 
con«nt"1kc. *^® purposes of this Act any sanction con- 
txpirinKin' Sent approval or allowance in respect of 
vacations. any matters arising under Parts II. or V. 

of this Act is to be given or refused by the 
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Council or within which any objection is to 
be made or other act done by the Council 
would expire on any day between the 
eighth day of August and the fourteenth 
day of September (both inclusive) such 
period shall be deemed to be extended for 
twenty-eight days. 

Tribunal of Appeal. 

176. For the purposes of this Act a f;^,^**^**}*^^**" "^ 
tribunal of appeal shall be constituted as apiJSIi* ^ 
follows : — 
One member shall be appointed by a 

Secretary of State ; 
One member shall be appointed by the 
. council of the Koyal Institute of British 
Architects ; 
One member shall be appointed by the 

council of the Surveyors' Institution : 
No member or officer of the Council shall 
be a member of the tribunal of appeal. 

176. Members of the tribunal of appeal i>«rRtionof 
shall be appointed for a term of five years ° ^®* 
and any such member shall be eligible for 
re-appointment. 

177. It shall be lawful for the Lord Chan- Hemovai of 
cellor if he think fit to remove for inability *"«»"''«'•*• 
or misbehaviour or other good and suffi- 
cient cause any member of the tribunal of 
appeal. 

178. Upon the occurrence of any vacancy Vacanciea t« 
in the tribunal of appeal or during the **'"p*"^^- 
temporary absence through illness or other 
unavoidable cause of any member thereof a 
Secretary of State the council of the Royal 
Institute of British Architects or the coun- 
cil of the Surveyors' Institution (as the 

case may be) whichever of them shall have 
appointed the member of the tribunal 
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whose place shall be vacated shall appoint 
forthwith a fit person to be a member 
(either temporary or permanent) of the 
tribunal in lieu of the member whose place 
is vacated or who is temporarily absent as 
aforesaid. 

Kemuneration 179. Each member of the tribunal of 
tribunS?^" °^ appeal shall be entitled to such remunera- 
tion either by way of annual salary or by 
way of fees or partly in one way and partly 
in the other as a Secretary of State may 
from time to time fix. 



Officers &c. of 
tribunal. 



Power for 
Council to 8np> 
port decisions 
of officers 
before tribunal. 



180. It shall be lawful for the tribunal of 
appeal to appoint such clerks officers and 
servants as they may find necessary who 
shall be paid such salaries as shall be deter- 
mined by the Council and to provide offices 
and to obtain such professional advice and 
assistance as they may find necessary. 

181. It shall be lawful for the Council to 
defray the expenses of supporting any 
decision of the Council or of the superin- 
tending architect or of their engineer or of 
a district surveyor by counsel and witnesses 
before the tribunal. 



Tribunal may 
state case for 
opinion of 
High Court. 



182. It shall be lawful for the tribunal at 
any time to state and the tribunal shall if 
ordered by the High Court or a judge 
thereof on an application in a summary 
manner made by any party to the appeal 
state a case for the opinion of the High 
Court on any question of law involved in 
any appeal submitted to them The High 
Court shall hear and determine the ques- 
tion or questions of law arising on any case 
stated by the tribunal of appeal and shall 
thereupon reverse affirm or amend the 
determination (if any) in resj)ect of which 
the case has been stated or remit the 
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matter to the tribunal of appeal with the 
opinion of the court on the case stated or 
may make such other order in relation to 
the matter as the circimistances of the case 
require and may make such order as to the 
costs of the case and in the High Court as 
to the court may seem fit. 



183. The tribunal of appeal shall subject Procedure of 
to the provisions of this Act have juris- *"**""**■ 
diction and power to hear and determine 
appeals referred to them under this Act. 

For all the purposes of and incidental to 
the hearing and determination of any 
appeal the tribunal shall subject to any 
rules of procedure duly made have power 
to hear the Council and the parties in- 
terested either in person or by counsel 
solicitor or agent as they may think fit and 
to administer oaths and to hear and receive 
evidence and to require the production of 
any documents or books and to confirm or 
reverse or vary any decision and make any 
such order as they may think fit and the 
costs of any of the parties to the appeal 
including the Council shall be in the discre- 
tion of the tribunal. 

184. The tribunal of appeal may from Regulations aa 
time to time subject to the approval of the ^f f^|^"^® 
Lord Chancellor make regulations con- 
sistent with the provisions of this Act as 

to the procedure to be followed in cases 
of appeal to the tribunal including the 
time and notice of appeal and as to fees 
to be paid by appellants and other 
parties. 

185. Any order of the tribunal of appeal Enforcement of 
may be enforced by the High Court as if it trTbS ""^ 
had been an order of that court. 
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Fees Ac. to be 186. All fees and sums of money paid to 
mid to Council, the tribunal of appeal shall be paid over to 
Expenses. ^j^^ Oouncil and carried to the county fund 
and the salaries or fees payable to members 
of the tribunal and the of&ce and establish- 
ment expenses of the tribunal and ex- 
penses incurred by the tribunal and the 
Council in reference thereto shall be de- 
frayed out of the county fund. 



Notices to be 
in writing. 



Notices, 

187. — (1) Notices orders and other such 
documents under this Act shall be in 
writing and notices and documents other 
than orders when issued by the Council 
shall be sufficiently authenticated if signed 
by their clerk or by the officer by whom 
the same are given or served. 

(2) Orders shall be under the seal of the 
Council. 



Service of 
notices. 



Amended so far 
as relates to the 
service of any 
notice summons 
or order 
relating to 
dangerous or 
negteded 
structures. 
See Section 6 of 
the Ameridment 
Act 1898. 



188. — (1) Any notice order or other docu- 
ment required or authorised to be served 
under this Act the service of which is not 
provided for by the Summary Jurisdiction 
Acts the Lands Clauses Acts or the 
Companies Clauses Consolidation Act 1845 
may be served by delivering a copy thereof 
at or by sending a copy thereof by post in 
a registered letter to the usual or last 
known residence in the United Kingdom of 
the person to whom it is addressed or by 
delivering the same to some person on 
the premises to which it relates or if 
no person be found on the premises then 
by fixing a copy thereof on some con- 
spicuous part of the building to which it 
relates and in the case of a railway 
company by delivering a copy thereof to 
the secretary at the principal office of the 
said company. 

(2) Any notice order or other document 
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to be served upon a builder shall be deemed 
to be sufficiently served if posted in a 
registered letter addressed to such builder 
at the place of address stated in his 
building notice (if any) or in default thereof 
at his office or any one of his principal 
offices or if a copy thereof be fixed on some 
conspicuous part of the building to which it 
relates. 

(3) Any notice by this Act required 
to be given to or served on the owner 
or occupier of any premises may be 
addressed by the description of the 
"owner" or "occupier" of the premises 
(naming the premises) in respect of which 
the notice is given or served without further 
name or description. 

(4) Any notice required by this Act to 
be served on a district surveyor may be 
served on him by post in a registered 
letter addressed to him at his office or by 
leaving the same at his office. 

PART XVI. 
Miscellaneous. 

189. All expenses incurred by the '^^^^^ ^^^' 
Council in carrying this Act into execution 

and not otherwise provided for shall be 
deemed to be general expenses incurred 
by the Council and shall be raised and 
paid accordingly and the costs charges and 
expenses preliminary to and of and inci- 
dental to the preparing applying for 
obtaining and passing of this Act shall 
be raised and paid by the Council in like 
manner. 

190. In any case where the Council are E®'^®*",}^'" 
authorised under this Act to refuse their annex ^ 
sanction consent or allowance to the conditions, 
doing or omission of any act or thing 
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the Council may if they think fit instead 
of refusing such sanction consent or 
allowance give the same subject to such 
terms and conditions in relation to the 
subject matter of such sanction consent 
or allowance as the Council think fit Any 
such term or condition when accepted 
shall be binding on the owner and occu- 
pier of the building or structure or ground 
to which the sanction consent or allow- 
ance relates and if at any time any term 
or condition so accepted is not observed 
or fulfilled the owner or occupier in 
default shall be subject to a penalty as 
hereinafter provided. 



As to buildings 
of historical 
interest. 



191. In the event of its being necessary 
to take down any portion of an old 
building of architectural or historical 
interest constructed otherwise than in 
accordance with the regulations of this Act 
or in the event of the destruction of any 
part of such building the part so taken 
down or destroyed may with the consent of 
the Council first obtained be restored in 
the same material and in the same design 
as it formerly was. 



Power of entry 192. Any owner builder or other person 

toexecut^'ork ^^^ ^^ Servants workmen and agents may 
' for the purpose of complying with any 
notice or order served or made on him 
in pursuance of this Act in respect of any 
building or structure room or place after 
giving seven days' notice to the occupier 
thereof and on production of the first 
mentioned notice or order enter and from 
time to time without further notice re- 
enter such building or structure room or 
place and do all necessary works and 
things therein thereto or in connexion 
therewith. 
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193. Where any building has been Limitation of 
erected or work done without due notice ^^i™^^ere 
having been given to the district surveyor notice not 

(in accordance with this Act or a byelaw given. 
made under this Act) the district surveyor 
may at any time within one month after 
he has discovered that such building has 
been erected or work done enter the 
premises for the purpose of seeing that 
the provisions of this Act or any notice 
served or order made under the same 
have been complied with and the time 
during which the district surv^eyor may 
take any proceedings or do anything 
authorised or required by this Act to be 
done by him in respect of such building 
or work shall begin to run from the date 
of his discovering that such building has 
been erected or work done. 

194. Applications plans and other docu- Plans and 
ments delivered at the oflfice of the Council ^"ro^rty^f 
or to the district surveyor in pursuance of counciu 
this Act or of any byelaw of the Council 
thereunder shall on delivery there become 

the proi)erty of the Council. 

195. The approval by the Council of any Mode of giving 
plans or particulars for the purposes of J^^'i^ciU? 
this Act shall be signified in writing under plane. 

the hand of the superintending architect. 

198. Where any consent is required to Consent how 
to be given any notice to be served or kJ^'®" ^^ behalf 
any other thing to be done by on or to ?o bTSd.**^ 
any owner in pursuance of this Act if 
there is no owner or if any such owner 
cannot be found the judge of the county 
court may give such consent or do or 
cause to be done such thing on such 
terms and conditions as he may think fit 
and may dispense with the service of any 
notice which would otherwise be required 
to be served. 
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^*5*'l"^^^°*^ IW. (1) It shall not be lawful for any 
person to erect or place a pile stack or 
store of cut or uncut timber lathwood 
firewood casks or barrels whether on or 
above the ground nearer to a street than 
the buildings forming the general line of 
buildings therein except in a position 
wherein such a pile stack or store stpod 
on the first day of January one thousand 
eight hundred and ninety-four. 

(2) It shall not be lawful for any person 
to pile stack or store cut or uncut timber 
lathwood firewood casks or barrels in the 
same yard or ground or in any part of the 
same premises with any furnace except in 
the following cases : — 

(a) Where the furnace is enclosed in a 
building or chamber constructed of 
fire-resisting materials ; or 

(6) Where there is a distance of not less 
than ten feet between the furnace and 
the pile stack or store of timber lath- 
wood firewood casks or barrels. 

(3) No pile stack or store of timber lath- 
wood firewood casks or barrels shall exceed 
sixty feet in height from the level of the 
ground. 

(4) It shall not be lawful to form in any 
pile stack or store of timber lathwood fire- 
wood casks or barrels any room or chamber 
or space (other than a passage) to be used 
for any purpose whatever. 

(6) Timber yards existing at the time of 
the passing of this Act shall comply with 
these provisions within two years from the 
date of the passing of the Act but the 
Council shall have power in individual 
cases if they think fit to prolong this time 
for a term not exceeding seven years and 
shall have power to relax any of the pro- 
visions of this section. 
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(6.) This section shall not apply to railway 
companies or canal companies so far as 
regards timber lathwood firewood casks or 
barrels in transit or piled stacked or stored 
on land occupied by them for the purposes 
of their undertakings nor to timber lath- 
wood firewood casks or ban'els piled stacked 
or stored in or on any yard or other pre- 
mises occupied by any dock company for 
the purposes of their undertaking or to any 
such yard* or premises or to any person 
piling or stacking or storing timber lath- 
wood firewood casks or barrels in or on any 
such yard or premises. 

198. Proceedings with respect to a Kemovai of roof 
building shall not be affected by the "»* toaffect 
removal or falling in of the roof or covering P">ceedinKs. 
of such building. 

199. No person not being lawfully au- Preventing 
thorised shall erect or place or cause to be obstruction in 
erected or placed any post rail fence bar ®**'^®*^- 
obstruction or encroachment whatsoever 

in upon over or under any street and no 
person not being lawfully authorised shall 
alter or interfere with any street in such a 
manner as to impede or hinder the traffic 
for which such street was formed or laid 
out from passing over the same. 

The Council may at the expiration of two 
days after giving notice in writing to such 
person to demolish or remove any such 
post rail fence bar obstruction or encroach- 
ment or to reinstate or restore such street 
to its fonner condition (as the case may 
be) demolish or remove any such post rail 
fence bar obstruction or encroachment and 
reinstate or restore such street to its f ormei' 
condition and recover the expenses thereof 
from such person in a summary manner. 

This section shall not apply within the 
City. 
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Offences against Act. 

o*f^"ce8 200. Subject to the provisions of this 

against c . ^^^ every person who does any of the 
things specified in this section shall be 
deemed to have committed an offence 
against this Act qind shall be liable ux>on con- 
viction in a summary manner to a penalty 
not exceeding the amount hereafter speci- 
fied in connexion with such offence and to 
a further penalty not exceeding the amount 
hereafter stated as the daily penalty in 
connexion with such offence for every day 
on which the offence is continued after 
such conviction (that is to say) : — 
(1) Every person who — 

(a) commences to form or lay out 
alter or adapt any street or way 
without having first obtained the 
sanction of the Council under this 
Act or otherwise than in accord- 
ance with the conditions (if any) 
prescribed by the Council in giving 
their sanction or by the tribunal 
of appeal as the case may be or 
commences to widen any street or 
way to a less extent than the pre- 
scribed distance without giving to 
the Council the notice prescribed 
by this Act ; or 

(b) unlawfully erects or places in 
upon or over any street or way 
any post fence bar obstiniction or 
encroachment; or 

(c) unlawfully permits any such post 
rail fence bar obstruction or en- 
croachment in upon or over any 
street or way to remain after 
notice served upon him by the 
Council to remove the same ; or 

(d) unlawfully alters or interferes 
with any street in such a manner 
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as to impede or hinder the trafl&c 
for which such street was formed 
or laid out ; 
shall be liable to a penalty not exceed- 
ing ten pounds for every such offence 
and to a daily penalty not exceeding 
forty shillings : 

(2) Every person who neglects or refuses 
for twenty-eight days after the service 
of any notices empowered to be served 
under Part II. of this Act requiring 
him to set back any building or 
structure to comply with the vaqmre- AiMnded. 
ments of such notice or after the %*^^^/""*3 ^^^ 
expiration of such period fails to cany ui^tAciim. 
out or complete the works necessary 

for such compliance within the time 
(if any) limited in such notice shall be 
liable to a penalty of not less than forty 
shillings and not more than five pounds 
and to a daily penalty of not less than 
ten shillings and not more than forty 
shillings Provided always that this 
subHsection shall not apply to any non- 
compliance with such notice in the 
case of an intended highway where 
the same shall not be opened as a 
highway : 

(3) Every person who — 

(a) erects or brings forward any 
building or structure in contra- 
vention of any of the provisions of 
Part III. of this Act or of any 
conditions attached by the Council 
to any consent given pursuant to seTsecUomt 
such provisions ; or e and i of the 

(6) erects alters enlarges rebuilds or ^JiriyaS*^"* 
raises or commences to erect alter ' 
enlarge rebuild or raise any build- 
ing or commences so to do so as to 
contravene any of the provisions 
of Part V. of this Act ; or 

(c) fails to comply with any of the 
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provisions of Part VI. of this Act ; 
or 
{d) fails to comply with the require- 
ments of any notice given to or 
served upon him under and in 
accordance with Part VII. of this 
Act within the time (if any) 
specified in such notice ; or 
(e) sets up erects or adapts any 
building or structure to which 
Part VII. of this Act applies with- 
out having obtained any licence 
required by that Part of this Act 
or makes default in observing any 
of the conditions contained in 
such licence ; 
shall be liable to a penalty not exceed- 
ing twenty pounds a day during every 
day of the continuance of the non-com- 
phance with the order of the court in 
reference to the matters aforesaid : 

(4) Every person who liinders or obstructs 
any persons empowered by this Act to 
enter and remain on any premises for 
the purpose of executing and to execute 
any work authorised or directed to 
be done under this Act or wilfully 
damages or injures any such work 
shall be liable for every such offence 
to a penalty not exceeding ten pounds : 

(5) Every peraon who being a building 
owner liable under Part VIII. of this 
Act to make good any damage w^hich 
he may occasion to the adjoining 
owners' or adjoining occupiers' pro- 
perty by any works authorised to be 
executed by the building owner or to 
do any other thing upon condition of 
doing which his right to execute such 
works is by Part VIII. of this Act 
declared to arise fails within a reason- 
able time to make good such damage 
or to do such things shall be liable to 
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a penalty not exceeding twenty pounds 
and to a daily penalty not exceeding 
the like amount : 

(6) Every person who refuses to admit 
the purchaser of any materials sold 
under this Act his servants or agents 
upon the land on which the same are 
at a reasonable hour or impedes him or 
them in removing the same therefrom 
at a reasonable hour shall be liable to 
a penalty not exceeding ten pounds 
and to a daily penalty of not exceeding 
five pounds : 

(7) Every person who erects a building 
nearer than fifty feet to a building 
used for any dangerous business or a 
dwelling-house nearer than fifty feet 
to a building used for any noxious 
business shall be liable to a penalty 
not exceeding fifty pounds and to a 
daily penalty not exceeding the like 
amount for every day during which 
such first-mentioned building or such 
dwelling-house shall be allowed to so 
remain near to such dangerous or 
noxious business : 

(8) Every person who establishes or 
carries on a dangerous or noxious 
business in contravention of any of the 
provisions of this Act shall be liable to 
a penalty not exceeding fifty pounds 
and to a daily penalty not exceeding 
the like amount : 

(9) Every person who erects or adapts or 
commences to erect or adapt otherwise 
than in accordance with the provisions 
of Part XI. of this Act any building to 
which Part XI. of this Act relates shall 
be liable to a penalty not exceeding 
one hundred pounds and to a daily 
penalty not exceeding fifty pounds for 
every day after the conviction for the 
offence on which the building con- 
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tinues so erected or adapted without a 
licence or on -which default is made in 
observing or complying with any con- 
ditions of a licence under that Part of 
this Act : 

(10) Every person not complying with 
any term or condition imposed by the 
Council under the section the marginal 
note of which is " Power for CJouncil to 
annex conditions " shall be liable to a 
penalty not exceeding ten pounds : 

(11) (a) Any person who places erects or 
retains or suffers or permits to be 
placed erected or retained any sky 
sign contrary to the provisions of this 
Act ; or 

(6) Being a person who ought to serve a 
building notice fails to do so or begins 
to execute a work respecting which he 
ought to serve a building notice before 
serving such notice or having served a 
building notice begins to execute the 
work to which it relates before the 
expiration of two clear days after the 
notice has ceased to operate ; or 

(c) Refuses to permit any district sur- 
veyor at a reasonable time to enter 
survey or inspect any building work or 
premises which such surveyor is by 
this Act authorised to enter and 
inspect or refuses or neglects to afford 
him all reasonable assistance in such 
inspection ; or 

((?) Fails to comply with any order of the 
county court made in pursuance of 
this Act within the time named in 
such order ; or 

{e) Refuses to admit at a reasonable time 
a builder to a building or otherwise 
prevents a builder from complying 
with any order of the county court 
made in pursuance of this Act ; or 
• (/) (Being a workman labourer servant 



r 
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or other person employed in or about 
any building) wilfully and without the 
privity or consent of the person causing 
the work to be done does anything in 
or about such building contrary to the 
proyisions of this Act ; or 
(g) Bef uses to admit at a reasonable time 
any owner builder or person or his 
servants workmen or agents into any 
land building or structure for the pur- 
pose of complying with any notice or 
order served or made on him in pur- 
suance of this Act in respect of such 
land building or structure or refuses or 
neglects to afford them all reasonable 
assistance in complying with such 
notice or executing such order ; or 
(h) Acts in any manner in contravention 
of any of the provisions of this Act 
relating to the .storing of wood and 
timber; or 
( j) Does any other thing prohibited by 
this Act or fails neglects or omits to do 
any other thing which he is required 
to do under or in pursuance of this 
Act; 

shall be liable to a penalty not exceeding 

iovty shillings and to a daily penalty not 

exceeding the like amount : 
(12) Every person who without the con- 
sent of the Council converts or uses a 
building contrary to any of the pro- 
visions of the section of this Act of 
which the marginal note is " Eules as 
to conversion of buildings" shall be 
liable to a penalty not exceeding ten 
pounds and to a daily penalty not 
exceeding the- like amount for every 
day on which the building remains so 
converted or is used contrary to the 
provisions of the said section. 
The liability to these penalties shall be 

without prejudice to any other proceedings 



148 Tlif London Building Act, 1894. 

whether under this Act or any byelaw 
under this Act or otherwise but so that no 
person shall be punished twice for the same 
offence. 

Application of Act, 

Buiidinm 201. The foUowiug buildings and works 

^2!?!5 ISr shall be exempt from the operation of 

parts Act. ^,^^ ^. J ^^^ ^ J ^^ ^j^.g ^^^ _ 

(1) Bridges piers jetties embankment 
walls retaining walls and wharf or 
quay walls : 

(2) The Mansion House Guildhall and 
Royal Exchange of the City : 

(3) The oifices and buildings of the Bank 
of England within the City : 

(4) All buildings erected before or after 
the passing of this Act by or with the 
sanction of the Commissioners for the 
Exhibition of 18/51 on any lands be- 
longing to them and purchased in 
pursuance of any power vested in them 
by charter or A ct of Parliament except 
streets or blocks of buildings erected 
by them or with their sanction as 
private dwelhng-houses : 

(5) The Sessions House at the Old Bailey 
and all other sessions houses or other 
public buildings belonging to or occu- 
pied fior public purposes by the justices 
of the peace of the counties of Middle- 
sex London and the City of London or 
by the County Councils of London and 
Middlesex respectively : 

(6) The erections and buildings autho- 
rised by an Act passed in the ninth 
year of the reign of his late Majesty 
King George the Fourth for the pur- 
poses of a market in Covent Garden : 

(7) The buildings of the Metropolitan 
Cattle Market and of the Cattle Market 
at Deptford and any ^building within 
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the market premises inhabited or 
adapted to be inhabited by any official 
or servant of the Corporation for the 
purposes of such markets or either of 
them : 
(8) Any building or part of a building 
belonging to a canal company and 
used exclusively for the purposes of 
canal i^orks under any Act of Parlia- 
ment; 

Any building or structure situate 
upon the railway or within the railway 
or station premises and used for the 
purposes of or in connection with the 
traffic of a railway company ; 

Any building or part of a building 
belonging to a gas company and used 
exclusively for gasworks ; 

Any building or part of a building 
belonging to the Conservators of the 
Kiver Thames and used by them as a 
workshop or store ; 

The foundations and walls of build- 
ings belonging to a railway company 
situate over any station or works of a 
railway company or immediately ad- 
joining any railway or works of a 
railway company and upon land 
acquired under the powers of an Act 
of Parliament ; 

Any building within the station 
premises of any railway company in- 
habited or adapted to be inhabited in 
whole or in part by any official or 
servant of the railway company : 

Provided always that nothing in this 
sub-section shall exempt any other 
buildings used for the purpose of 
human habitation so far as they are so 
used: 
(9) Any building or structure or part of 
a building or structure belonging to a 
dock company constituted by Act of 
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Parliament and situate within the dock 
premises > 
(lu) Buildings not exceeding in area 
thirty square feet and not exceeding in 
height five feet in any part measured 
from the level of the ground to the 
under side of the eaves or roof plate 
and distant at least five feet from any 
other building and from any street and 
not having therein any stove flue fire- 
place hot air pipe hot water pipe or 
other apparatus for warming or venti- 
lating tne same provided that no por- 
tion of the building extends beyond 
the general line of buildings in any 
street : 

(11) All buildings and structures (not 
exceeding in height thirty feet as 
measured from the footings of the 
walls and not exceeding in extent one 
hundred and twenty-five thousand cubic 
feet and not being public buildings) 
wholly in one occupation and distant 
at the least eight feet from the nearest 
street or way and at the least thirty 
feet from the nearest buildings and 
from the land of any adjoining owner 
A detached dwelling-house shall not 
be excluded from this exemption solely 
by reason of its being within thirty 
feet of another detached building con- 
structed as stables or ofiices to be used 
in connexion with such dwelling-house : 

(1 2) All buildings not exceeding in extent 
two hundred and fifty thousand cubic 
feet and not being public buildings and 
distant at the least thirty feet from the 
nearest street or way and at the least 
sixty feet from the nearest buildings 
and from the land of an adjoining 
owner A detached dwelling-house 
shall not be excluded from this exemp- 
tion solely by reason of its being within 
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sixty feet of another detached building 
consti'uoted as stables or offices to be 
used in connexion with such dwelling- 
house: 

(13) All party fence walls not exceeding 
in height seven feet measured from the 
top of the footings of the walls : 

(14) Greenhouses if not attached to other 
buildings : 

(16) Greenhouses if. attached to other 
buildings so far as regards the neces- 
sary woodwork of the sashes doors and 
frames : 

(16) Cases of metal and glass used solely 
for holding plants fastened to the wood- 
work of the sill and lower sash of a 
window provided that no portion pro- 
ject over the public way or more than 
twelve inches beyond the external face 
of the wall of the building : 

(17) Openings made into walls or flues 
for the purpose of inserting therein 
ventilating valves of a superficial ex- 
tent not greater than forty square 
inches if such valves are not nearer 
than twelve inches to any timber or 
other combustible material. 

If any addition be made to any building 
or structure specified in sub-sections (10) 
(11) or (12) whereby any increase is caused 
in the area height or extent of any such 
building or structure beyond the area 
height or extent mentioned in the sub- 
section in which any such building or struc- 
ture is specified the Council may give notice 
to the owner or occupier of such building 
or structure either to remove such addition 
or to make the building so increased in 
height or extent conform with all or any 
of the provisions of this Act and with any 
byelaws under this Act relating to the 
construction of buildings and upon his 
failing to do so within fourteen days from 



Exemption of 

Government 

buildings. 
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the service upon him of such notice the 
Council may remove such addition to the 
building or structure and may recover the 
expenses of such removal from the owner 
or occupier so making default in a summary 
manner. 

202. There shall be exempted from so 
much of the provisions of this Act as 
relates to buildings and structures — 

Every building structure or work 
vested in and in the occupation 
of Her Majesty Her heirs and suc- 
cessors either beneficially or as part of 
the hereditary revenues of the Crown 
or in trust for the public service or for 
public services ; also 

Any building structure or work vested in 
and in the occupation of any depart- 
ment of Her Majesty's Government or 
of the Metropolitan Police or of the trus- 
tees of the British Museum for public 
purposes or for the public service ; 
also 

Any building structure or work vested 
in and occupied for the service of 
the Duke of Cornwall for the time 
being. 

As to buildings 203. Where a local authority or a com- 
of'ei«5;riclty.^ pany has statutory powers for the supply 
of electricity in any metropolitan district 
the buildings of such local authority or 
company used as a generating station or 
for works shall be deemed to be special 
buildings to which the general provisions 
of Parts V. VI. and VII. and the First 
and Second Schedules of this Act do 
not apply and plans thereof shall be 
submitted to the Council for their approval 
and the Council shall have power to 
authorise the buildings ' to be erected of 
greater dimensions than two hundred and 
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fifty thousand cubic feet and in other 
respects to exempt such buildings from 
any of the provisions of this Act if they 
think fit. 

204. The lands buildings and property Exempting 

^ij > * •' lands buildinKS 

and property of 

(1) The Honourable Society of the Inner inns of Court. 
Temple ; 

(2) The Honourable Society of the Middle 
Temple ; 

(3) The Honourable Society of Lincoln's 
. Inn; 

(4) The Honourable Society of Gray's 
Inn; 

herein called " the Inns of Court " shall be 
exempt from the operation of this Act 
Provided that in respect of any building 
structure or land which abuts upon any 
public street public place or public way 
the Inns of Court shall be subject to the 
provisions of Part III. of this Act (Lines 
of Building Frontage). 

205. In addition to any exemption Saving existing 
referring to gas companies contained in Jjlj^^i^ie?!" 
this Act nothing in this Act contained 

shall in any way take away alter prejudice 
or a£fect any of the powers rights and 
privileges conferred upon a gas company 
by any Act of Parliament and as existing 
immeaiately before the passing of this 
Act. 

206. Any building structure or work in Duration of 
any respect exempt from the operation of e^e'nptio"- 
this Act or in any manner privileged in 
respect of any provision of this Act shall 
remain so exempt or privileged so long 

only as it is used for the purpose or 
retains the character by reason whereof it 
is so exempt or privileged. 



Buildings not to 
be altered so as 
not to oonfonn 
to Act* 



When 

remainder of 
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207. It shall not be lawful (unless with 
the consent of the Council) to make any 
alteration of any building in such manner 
that when so altered it will by reason of 
such alteration not be in conformity with 
the provisions of this Act applicable to new 
buildings. 

208. Unless in any case the Council 
otherwise allow where a party wall or 
external wall not in conformity with this 
Act has been taken down burnt or de- 
stroyed to the extent of one half thereof 
(measured in superficial feet) every re- 
maining portion of the old wall not in 
conformity with this Act shall either be 
made to conform therewith or be taken 
down before the rebuilding thereof. 

209. Every addition to or alteration of 
a building and any other work made or 
done for any purpose in to or upon a 
building (except that of necessary repair 
not affecting the construction of any 
external or party wall) shall so far as 
regards such addition or alteration or 
other work be subject to the provisions 
of this Act and of byelaws thereunder 
relating to new buildings. 

Application of 210. A building structure or work erected 
erec^ before ' ^^ Constructed before the commencement of 
commencement this Act to which no objection could have 
of Act. l>een taken under any law then in force 

shall (subject to the provisions of this Act as 
to new buildings or the alteration of build- 
ings) be deemed to be erected or constructed 
in compliance with the provisions of this 
Act. 



Additions to 
and alterations 
of buildings. 



Kules as to 
conxersion of 
buildings. 



211. Unless in any case the Council other 
wise allow no pereon sliall — 
(1) convert into or use as a dwelling 
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house any building or part of a 
building not originally constructed for 
human nabttation ; 

(2) convert into one dwelling-house two 
or more dwelling-houses constructed 
originally as separate dwelling-houses ; 

(8) convert into or use as two or more 
dwelling - houses any building con- 
structed originally as one dwelling- 
house ; 

(4) convert a building which when 
originally erected was legally exempt 
from the operation of any building 
enactments or byelaws in force 
within London into a building which 
had it been originally erected in its 
converted form would have been 
within the operation of these enact- 
ments or byelaws ; 

(6) re-convert into or use as a dwelling- 
house any building which has been 
discontinued as or appropriated for 
any purpose other than a dwelling- 
house ; 

(6) convert into or use as a dwelling- 
room or part of a dwelling-room any 
room or part of a room used as a shop ; or 

(7) convert a dwelling-house or any 
part of a dwelling - house into a 
shop ; 

in such manner that the building or part 
of a building so converted as aforesaid 
when converted will not be in conformity 
with the provisions of this Act relating 
to the class of buildings to which the 
building when so converted will belong. 

212. Notwithstanding anything con- Buildings in 
tained in this Act a building structure progress, 
or work which has been commenced 
before and is in progress at the commence- 
ment of this Act or which is to be carried ^ 
out under anv contract entered into before 
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Saving powers 
of local 
authorities. 



the passing of this Act may be completed 
subject to and in accordance with the 
provisions of the Acts relating thereto 
as in force immediately previous to the 
passing of this Act. 

213. Nothing in this Act shall take 
away or interfere with the powers of 
the local authorities with respect to the 
paving of new streets under the Metropolis 
Management Acts. 



liepeal of 
section 50 of 
Metropolitan 
Kailway Act 

1866. 

Repeal of 
enactments in 
8che<Uile. 



Repeal. 

214. — Section 50 of the Metropolitan 
Railway (Additional Powers) Act 1866 is 
hereby repealed. 

216. — (1) The Acts mentioned in the 
Fourth Schedule to this Act are hereby 
repealed to the extent specified in the third 
column of that Schedule. 
(2) This repeal ^all not aflect — 
(a) The past operation of any enactin,ent 
hereby repealed nor anything duly 
done or suffered under any enactment 
hereby repealed ; or 
(6) Any right privilege obligation or 
liability acquired accrued or incurred 
under or in accordance with any enact- 
ment hereby repealed ; or 

(c) Any penalty forfeiture or punishment 
incurred in respect of any offence com- 
mitted against any enactment hereby 
repealed ; or 

(d) Any power investigation legal pro- 
ceeding or remedy in respect of any 
such right privilege obligation liability 
penalty forfeiture or punishment as 
aforesaid and any such power investi- 
gation legal proceeding and remedy 
may be exercised and carried on as if 
this Act had not passed ; or 
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(e) Any of the powers privileges exemp- 
tions jumdictions or authorities given 
to or vested in the Commissioners of 
Sewers by or under any Act of Parlia- 
ment and existing immediately before 
the passing of this Act. 

216. — All byelaws regulations orders Byeiaws &c. 
consents conditions and notices duly made A«i®ri"!E^l?« 

J . 1-1 '^ L L Acts to remain 

given imposed or issued under any Act in force, 
hereby repealed shall so far as applicable 
for the purposes of this Act be of the same 
validity and effect as if they had been 
made given imposed or issued under this 
Act And all such byelaws and regulations 
shall remain in force until the same shall 
be revoked altered or varied by byelaws 
duly made under the provisions of this 
Act. 

217. — Officers appointed under any enact- Saving for 
raent hereby repealed shall continue in existing officers, 
office in like manner as if this Act had not 
been passed. 

218. — Where in any Act or document References in 
any Act or any provisions of any Act f^^ ^^ 
are mentioned or referred to which are repSied^Acts to 
repealed by this Act such Act or document be read as 
shall with any necessary modifications and .Act!^^*"*' to this 
so far only as the circumstances of the case 
admit be read as if this Act or the cor- 
responding provisions of this Act were 
therein mentioned or referred to instead of 
such repealed provisions, 



158 Hie London Building Act, 1804. 



SCHEDULES. 



THE FIRST SCHEDULE. 



Pbeliminaby. 

Parts I. and II. of this Schedule apply to 
walls built of bricks not of less than eiffhc 
and a half inches long or of stone or other 
blocks of hard and incombustible substance 
the beds or courses being horizontal. 

structure of 1. Every building unless otherwise sanc- 

buiidinga. tioned in accordance with this Act shall be 
enclosed with walls constructed of brick 
stone or other hard and incombustible sub- 
stances and the footings shall rest on the 
solid ground or upon concrete or upon 
other solid substructure Provided that 
open sheds not exceeding sixteen feet in 
height and not exceeding four squares in 
area may be constructed of any su1)stance8 
and in any manner approved by the district 
surveyor. 

csonstruction of 2. Every wall constructed of brick stone 
walla of brick or Other similar substances shall be pro- 
8 one 0. perly bonded and solidly put together with 

mortar or cement and no part of such wall 
shall overhang any part underneath it 
except to the extent of six inches and pro- 
vided that the projection be well and 
solidly corbelled out and that the side of 
the wall opposite to the corbelling be 
carried up vertically in continuation of the 
inner face thereof And all return walls 
shall be properly bonded together. 

Bxtm thickneM 3. The thickness of every wall not being 

of certain walls, ij^jit of bricks or stonc or other hard and 

incombustible substances laid in horizontal 

beds or courses shall be one third greater 



(57 and /)8 Victoria, chapter ccxm.) 159 

than the thickness prescribed in Parts I. 
and II. of this Schedule. 

4. The thickness of any wall of a dwelling Thickness of 
house if built of materials other th^n those ^terfais other 
before specified shall be deemed to be suffi- than such 
cient if made of the thickness required by bricks &c. as 
Parts I. and II. of this Schedule or of such >^'o'^«^^- 
thickness as may be approved by the 

Council. 

5. When hollow walls are constructed Hollow meUs. 
there shall be a wall on one side of the 

hollow space of the full thickness pre- 
scribed by this Act. 

6. The heights of storeys shall be mea- Height of 

SUred as follows : — storey. 

(a) The height of a topmost storey shall 
be measured from the level of the 
underside of its floor joists up to the 
level of the under surface of the tie of 
the roof or other covering or if there is 
no tie then up to the level of half the 
vertical height of the rafters or other 
support of the roof ; 

(6) The height of evety storey other than 
a topmost storey shall be measured 
from the level of the underside of the 
floor joists of the storey up to the level 
of the underside of the floor joists of 
the storey next above it. 

7. For the purpose of det-ermining the Height of 
thickness of a wall the height of such wall ©^itemai and 
shall be measured from the base of the wall ^ ^ 

to the top of the topmost storey whether 
such wall is carried to the full height or 
not or in case of a gable when there are no 
storeys in the roof to half the height of the 
gable. 

8. AValls are deemed to be divided into Length of walls, 
distinct lengths by return walls and the 

length of every wall is measured from the 
centre of one return wall to the centre of 
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Footings of 
walls. 



another provided that such return walls 
are external party or cross walls of the 
thickness required under this Schedule and 
bonded into the walls so deemed to be 
divided. 

9. Unless with the consent of the Council 
every wall other than a wall carried on a 
bressummer shall have footings : — 
The projection of the bottom of the 
footing of every wall on each side of 
the wall shall be at least equal to one 
half of the thickness of the wall at its 
base unless an adjoining wall interferes 
in which case the projection may be 
omitted where that wall adjoins and 
the diminution of the footing of every 
wall shall be formed in regular offsets 
and the height from the bottom of 
such footing to the base of the wall 
shall be at the least equal to two thirds 
of the thickness of the wall at its base. 

Uiidcrpiimiiig. 10. The Underpinning of walls and chim- 
neys shall be built with brick or stone 
bedded in cement to the full thickness of 
the old wall or work and with proper foot- 
ings or to an additional thickness if the 
increased height of the wall so requires and 
shall rest on the s(»lid ground or on concrete 
or on other solid substructure as a founda- 
tion and the whole shall be executed to the 
satisfaction of the district surveyor. 

1 1 . A wall shall not be thickened except 
after notice served on the district surveyor 
of the intention to thicken and the thicken- 
ing shall be executed with brick or stone 
work in cement properly bonded to the old 
work to the satisfaction of the district 
surveyor, 



Thickening of 
walls. 
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PAET I. 

Buildings not Public and not of the 
Warehouse Class. 

External and party walls shall be of not 
less thickness than the thickness herein- 
after specified in each case viz. : — 

1. When the wall does not exceed 
twenty-five feet in height its thickness 
shall be as follows: — 

If the wall does not exceed thirty feet in 
length and does not comprise more 
than two storeys it shall be eight and 
a half inches thick for its whole height ; 

If the wall exceeds thirty feet in length 
or comprises more than two storeys it 
shall be thirteen inches thick below 
the topmost storey and eight and a 
half inches thick for the rest of its 
height. 

2. Where the wall exceeds twenty-five 
feet but does not exceed forty feet in height 
its thickness shall be as follows : — 

If the wall does not exceed thirty-nve 
feet in length it shall be thirteen inches 
thick below the topmost storey and 
eight and a half inches thick for the 
rest of its height ; 

If the wall exceeds thirty-five feet in 
length it shall be seventeen and a half 
inches thick for the height of one 
storey then thirteen inches thick for 
the rest of its height below the topmost 
storey and eight and a half inches thick 
for the rest of its height. 

3. When the wall exceeds forty feet but 
does not exceed fifty feet in height its 
thickness shall be as follows : — 

If the wall does not exceed thirty feet in 
length it shall be seventeen and a half 

L 



162 The London Building Act, 1894. 

inches thick for the height of one 
storey then thirteen inches thick for 
the rest of its height below the topmost 
storey and eight and a half inches thick 
for the rest of its height ; 

If the wall exceeds thirty feet but does 
not exceed forty-five feet in length it 
shall be seventeen and a half inches 
thick for the height of two storeys then 
thirteen inches thick for the rest of its 
height ; 

If the wall exceeds forty-five feet in 
length it shall be twenty-one inches 
and a half thick for the height of one 
storey then seventeen and a half inches 
thick for the height of the next storey 
and then thirteen inches thick for the 
rest of its height. 

4. Where the wall exceeds fifty feet but 
does not exceed sixty feet in height its 
thickness shall be as follows : — 

If the wall does not exceed forty-five feet 
in length it shall be seventeen and a 
half inches thick for the height of two 
storeys and thirteen inches thick for 
the rest of its height ; 

If the wall exceeds forty-five feet in 
length it shall be twenty-one inches 
and a half thick for the height of one 
storey then seventeen and a half inches 
thick for the height of the next two 
storeys and then thirteen inches thick 
for the rest of its height. 

6. Where the wall exceeds sixty feet but 

does not exceed seventy feet in height its 

thickness shall be as follows : — 

If the wall does not exceed forty-five feet 

in length it shall be twenty-one inches 

and a half thick for the height of one 

storey then seventeen and a half inches 

thick for the height of the next two 
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storeys and then thirteen inches thick 
for the rest of its height ; 
If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness in each of the storeys below the 
uppermost two storeys by four inches 
and a half (subject to the provision in 
this Schedule respecting distribution 
in piers). 

6. Where the wall exceeds seventy feet 
but does not exceed eighty feet in height 
its thickness shall be as follows : — 

If the wall does not exceed forty-five feet 
in length it shall be twenty-one inches 
and a half thick for the height of one 
storey then seventeen and a half inches 
thick for the height of the next three 
storeys and thirteen inches thick for 
the rest of its height ; 

If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness in each of the storeys below the 
uppermost two storeys by four inches 
and a half (subject to the provision in 
this Schedule respecting distribution 
in piers). 

7. Where the wall exceeds eighty feet 
but does not exceed ninety feet in height 
its thickness shall be as follows : — 

If the wall does not exceed forty-five feet 
in length it shall be twenty-six inches 
thick for the height of one storey then 
twenty-one inches and a half thick for 
the height of the next storey then 
seventeen and a half inches thick for 
the height of the next three storeys 
and then thirteen inches thick for tne 
rest of its height ; 

If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness in each of the storeys below the 
uppermost two storeys by four inches 
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and a half (subject to the provision in 
this Schedule respecting distribution 
in piers). 

8. Where the wall exceeds ninety feet 
but does not exceed one hundred feet in 
height its thickness shall be as follows : — 

If the wall does not exceed f orty-fiye feet 
in length it shall be twenty-six inches 
thick for the height of one storey then 
twenty-one inches and a half tblck for 
the height of the next two storeys 
then seventeen and a half inches thick 
for the height of the next three storeys 
and then thirteen inches thick for the 
rest of its height ; 

If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness in each of the storeys below the 
uppermost two storeys by four inches 
and a half (subject to the provision in 
this Schedule respecting distribution 
in piers). 

9. Where the wall exceeds one hundred 
feet but does not exceed one hundred and 
twenty feet in height its thickness shall be 
as follows : — 

If the wall does not exceed forty-five feet 
in length it shall be thirty inches thick 
for the height of one storey then 
twenty-six inches thick for the height 
of the next two storeys then twenty- 
one inches and a half thick for the 
height of the next two storeys then 
seventeen and a half inches thick for 
the height of the next three storeys 
and then thirteen inches thick for the 
rest of its height ; 

If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness in each of the storeys below the 
uppermost two storeys by four inches 
and a half (subject to the provision in. 
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this Schedule respecting distribution 
in piers). 

10. If any storey exceeds in height six- ^g°^*^*^" ^" 
teen times the thickness prescribed under ^reyg ^ 
this Schedule for the walls of such storey excfieding 
the thickness of each external and party ^^^^^ beigbt. 
wall throughout such storey shall be in- 
creased to one sixteenth part of the 

height of the storey and the thickness of 
each external and party wall below that 
storey shall be increased to a like extent 
but any such additional thickness may be 
confined to piers properly distributed of 
which the collective widths amount to one 
fourth part of the length, of the wall. 

11. No storey enclosed with walls less Restriction in 
than thirteen inches in thickness shall be Soreys.^ 
more than ten feet in height between the 

floor and the ceiling thereof or between 
the floor and the tie of the roof. 

12. All buildings excepting public build- j^H^,^f* *° 
ings and such buildings as are in this Act b^fng public 
defined to be buildings of the warehouse buUdiinfs or 
class shall as respects the thickness of their the^warehouse 
walls be subject to the provisions contained ciiass. 

in this part of this Schedule. 



PART II. 

Buildings of the Warehouse Class. 

The external and party walls of buildings ^hMskneea at 
of the warehouse class shall at the base be ^•®' 
made of not less thickness than the thick- 
ness herein-after specified in each case 
viz. : — 

1. Where the wall does not exceed 
twenty-five feet in height (whatever is its 
length) it shall be thirteen inches thick at 
its base. 
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2. "Where the wall exceeds twenty-five 
feet but does not exceed thirty feet in 
height it shall be at its base of the 
thickness following : — 

If the wall does not exceed forty-five feet 

in length it shall be thirteen inches 

thick at its base ; 
If the wall exceeds forty-five feet in 

length it shall be seventeen and a half 

inches thick at its base. 

3. Where the wall exceeds thirty feet 
but does not exceed forty feet in height 
it shall be at its base of the thickness 
following : — 

If the wall does not exceed thirty-five 
feet in length it shall be thirteen inches 
thick at its base ; 

If the wall exceeds thirty-five feet but 
does not exceed forty-five feet in 
length it shall be seventeen and a 
half inches thick at its base ; 

If the wall exceeds forty-five feet in 
length it shall be twenty-one inches 
and a half thick at its base. 

4. Where the wall exceeds forty feet but 
does not exceed fifty feet in height it 
shall be at its base of the thickness 
following : — 

If the wall does not exceed thirty feet in 

length it shall be seventeen and a half 

inches thick at its base ; 
If the wall exceeds thirty feet but does 

not exceed forty-five feet in length it 

shall be twenty-one inches and a half 

thick at its base ; 
If the wall exceeds forty-five feet in 

length it shall be twenty-six inches 

thick at its base. 

5. Where the wall exceeds fifty feet but 
dbes not exceed sixty feet in height it 
shall be at its base of the thickness 
following : — 
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If the wall does not exceed forty-five feet 

in length it shall be twenty-one inches 

and a half thick at its base ; 
If the wall exceeds forty-five feet in 

length it shall be twenty-six inches 

thick at its base. 

6. Where the wall exceeds sixty feet but 
does not exceed seventy feet in height 
it shall be at its base of the thickness 
following : — 

If the wall does not exceed forty-five feet 
in length it shall be twenty-one inches 
and a half thick at its base ; 

If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness from the base up to within sixteen 
feet from the top of the wall by four 
inches and a half (subject to the pro- 
vision in this Schedule resi)ecting 
distribution in piers). 

7. "Where the wall exceeds seventy feet 
but does not exceed eighty feet in 
height it shall be at its base of the 
thickness following : — 

If the wall does not exceed forty-five feet 
in length it shall be twenty-one inclies 
and a half thick at its base ; 

If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness from the base up to within sixteen 
feet from the top of the wall by four 
inches and a half (subject to the pro- 
vision in this Schedule respecting 
distribution in piers). 

8. Where the wall exceeds eighty feet 
but does not exceed ninety feet in height 
it shall be at its base of the thickness 
following : — 

If the wall does not exceed forty-five feet 
in length it shall be twenty-six inches 
thick at its base ; 

If the wall exceeds forty-five feet in 
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length it shall be increased in thick- 
ness from the base up to within sixteen 
feet from the top of the wall by four 
inches and a half (subject to the pro- 
vision in this Schedule resx)ecting 
distribution in piers). 

9. Where the wall exceeds ninety feet 
but does not exceed one hundred feet 
in height it shall be at its base of the 
thickness following : — 

If the wall does not exceed forty-five feet 
in length it shall be twenty-six inches 
thick at its base ; 

If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness from the base up to within sixteen 
feet from the top of the wall by four 
inches and a half (subject to the pro- 
vision in this Schedule respecting 
distribution in piers). 

10. Where the wall exceeds one hundred 
feet but does not exceed one hundred and 
twenty feet in height it shall be at its base 
of the thickness following : — 

If the wall does not exceed forty-five feet 
in length it shall be thirty-one inches 
thick at its base ; 

If the wall exceeds forty-five feet in 
length it shall be increased in thick- 
ness from the base up to within sixteen 
feet from the top of the wall by four 
inches and a half (subject to the pro- 
vision in this Schedule respecting 
distribution in piers). 

11. The thickness of the wall at the top 
and for sixteen feet below the top shall be 
thirteen inches and a half and the inter- 
mediate parts of the wall between the base 
and sixteen feet below the top shall not be 
of less thickness than would be the case if 
the wall were to be built solid throughout 
the space between straight lines drawn on 
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each side of the wall and joining the thick- 
ness at the base to the thickness at sixteen 
feet below the top : 

Nevertheless in walls not exceeding 
thirty feet in height the walls of the top- 
most storey may be nine inches thick 
provided the height of that storey does not 
exceed ten feet. 

12. If in any storey of a building of the ^^^^^^Jf '" 
warehouse class the thickness of the wall storeys 

as determined by the provisions of this exceeding a 
Schedule is less than one fourteenth part ''^'^**'' ^®'«*'^- 
of the height of such storey the thickness 
of the wall shall be increased to one four- 
teenth part of the height of the storey and 
the thickness of each external and party 
wall below that storey shall be increased to 
a like extent but any such additional thick- 
ness may be confined to piers properly 
distributed of which the collective widths 
amount to one fourth part of the length of 
the wall. 

13. The thickness of any wall of a ^aifi'buiiVJf 
building of the warehouse class if built materials other 
of materials other than those before «iau such bricks 
specified shall be deemed to be sufficient *''• *' »^*>^«**^- 
if made of the thickness required by the 
provisions of this Schedule or of such 

other thickness as may be approved by the 
Council. 

Miscellaneous. 

1. The thickness of a cross-wall shall be Cross-waiis. 
two-thirds of the thickness herein-before 
required for an external or party wall of 
the same dimensions and belonging to 
the same class of buildings but never less 
than eight and a half inches and no wall 
subdividing any building shall be deemed 
to be a cross-wall unless it is carried up 
to the floor of the topmost storey and 
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unless in each storey the aggregate extent 
of the vertical faces or elerations of all 
the recesses and that of all the openings 
therein taken together does not exceed 
one-half of the whole extent of the vertical 
face or elevation of the wall. 

2. Wherever a cross-wall becomes in 
any part an external wall such cross-wall 
shall be of the thickness required for an 
external wall of the same height and 
length and belonging to the same class of 
buildings. 

3. Where an increase of thickness is 
by any rule of Part I. or Part II. of this 
Schedule required in case of a wall exceed- 
ing sixty feet in height and forty-five feet 
in length or in case of a storey exceeding 
in height sixteen times or fourteen times 
(as the case may be) the thickness pre- 
scribed for its walls or in case of a wall 
below such storey the increased thickness 
may be confined to piers properly distri- 
buted of which the collective widths amount 
to one fourth part of the lengtli of the 
wall. 



THE SECOND SCHEDULE. 

The following materials shall for the 
purposes of this Act be deemed to be fire- 
resisting materials : — 

(1) Brickwork constructed of good 
bricks well burnt hard and sound pro- 
perly bonded and solidly put together — 
(a) With good mortar compounded of 
good lime and sharp clean sand hard 
clean broken brick broken flint grit or 
slag; or 
{b) With good cement ; or 
(c) With cement mixed with sharp clean 
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sand hard clean broken brick broken 
flint grit or slag : 

(2) Granite and other stone suitable for 
building purposes by reason of its solidity 
and dui*ability : 

(3) Iron steel and copper : 

(4) Oak and teak and other hard timber 
when used for beams or posts or in 
combination with iron the timber and 
the iron (if any) being protected by 
plastering in cement or other incombust- 
ible or non-conducting external coating ; 

In the case of doors — 
oak or teak or other hard timber not 
less than two inches thick ; 
In the case of staircases — 
oak or teak or other hard timber with 
treads strings and risers not less 
than two inches thick : 
(6) Slate tiles brick and terra cotta when 
used for coverings or corbels : 

(6) Flagstones when used for floors over 
arches but not exposed on the underside 
and not supported at the ends only : 

(7) Concrete composed of broken brick 
stone chippings or ballast and lime 
cement or calcined gypsum when used for 
filling in between joists of floors : 

(8) Any material from time to time 
approved by the Council as fire-resisting. 



THE THIRD SCHEDULE. 



Fees payable to District Surveyors. 

PART I. 

On New Buildings. 

£ s. d. 
For any building not exceeding 
thirty square feet in area 
and not exceeding ten feet 
in height - 10 - 
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For every building not exceed- £ s. d. 
ing four hundred square feet 
in area and not more than two 
storeys in height . . . . 1 10 - 

For every additional storey . . - 5 - 

For every additional square or 
fraction of a square . . . . - 2 6 

For every building not exceed- 
ing four hundred square feet 
in area and of one storey only 
in height . , . . . . - 15 - 



On Additions Alterations or other 

Works. 

For every addition or alteration 
or other work to which the 
provisions of this Act apply 
made or done to or on any 
building after the roof thereof 
has been covered in 

one half of the fee 
charged in the case of 
a new building calculated 
upon, the area of the 
whole building. 
For inspecting the arches or fire- 
resisting floors over or under . 
public ways . . . . . . - 10 - 

For inspecting the formation of 
openings in party walls (for 

each opening) - 10 - 

For inspecting the closing of 
openings in party walls (for 

each opening) - 10 - 

Provided that in the case of public 
buildings buildings constructed of concrete 
and buildings divided into separate sets 
of chambers or tenements by party 
structures the fees herein-before specified 
in this part of this Schedule shall in 
evei'y case be increased by one-half. 
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On Chimneys and Flubs. 

£ 8. d. 
On the construction ot a fur- 
nace chimney - shaft or 
similar shaft for ventilation 
or other purposes in addi- 
tion to the fee for any 
other operation in progress 
at the same time if not 
exceeding seventy-five feet 

in height 2 - - 

If exceeding seveiity-five 
and not exceeding one 
hundred feet in height 2 10 
For every additional ten 
feet or portion of ten 
feet in height . . . . - 10 
On the carrying of a flue from 
an oven stove steam-boiler 
furnace or close-fire into an 
old flue . . - 10 - 

On certifying that a chimney 
breast in a party wall may 
be cut away . . . . . . - 10 - 

On Certifying Plans. 

For examining and certifying 
plans of an old building . . 2 2 - 

On Wooden and Temporary 
Structures. 

On inspection of any wooden 
structure or on inspection 
of any structure or erection 
put upon any public occasion 
the same amount as for a 
new building calculated on 
the area of the structure or 
erection without reference 
to the area of any building 
to which it may be attached 
or in or on which it rnay be 
put up. 
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Attending at Court. 

For attending at a court when £ s. d. 
an order is made for com- 
plying with notice of irregu- 
larity - 10 - 



PART II. 

On Dangbbous Structures. 

On each dangerous structm*e — 

Where there are not more than four 
adjoining or nearly contiguous struc- 
tures in the same ownership — 

£ s. d. 

1. For making a suiTey of the 
structure reported as danger- 
ous and certifying opinion 
thereon — 

If the structure do not exceed 
four squares in area and two 
storeys in height . . ..-76 
If exceeding four squares . . - 10 - 
For every additional storey 
above two - 2 6 

2. For each inspection of the 
structure and report as to 
completion or progress of the 
works - 5 - 

3. For inspecting the structure 
before the hearing of the sum- 
mons and attending the court 
to give evidence — 

If one structure only . . . . - 10 - 
If more than one structure 
(for each structure) . . . . - 5 - 

4. For inspecting the structure 
before the hearing of the sum- 
mons against the occupier (the 
owner having failed to comply) 
and attending the court to 
give evidence — 
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£ 8. d. 
If one structure only . . . . - 10 - 
If more than one structure 
(for each structure).. .. - 6 - 

5. For every adjournment of the 
summons - 6 - 

6. For superintending the erec- 
tion of shoring (including 
needling when requisite) and 
hoarding whether done by the 
Council or not and for certi- 
fying the account for the same 

when done by the Council . . - 10 - 

7. For shoring without hoarding 
or hoarding without shoring 

and certifying the account ..-76 

8. For supervision including the 
report of the officer in cases 
where it is necessary for the 
Council to execute works to 
ensure the safety of the public 
under an order made by a court - 6 - 

Where there are more than four adjoin- 
ing or nearly contiguou8 structures in 
the same ownership — 
For Nos. 2 3 and 4 in the above 
table . . . , . . - 4 - 

For No. 5 -26 

And for No. 8 - 4 - 



PAllT III. 

Fees Payable for Special Services. 

The fees payable by a builder to the dis- 
trict surveyor for special services shall be 
the following : — £ s. d. 

For superintending the con- 
struction of floors and par- 
tition walls to stables under 
section 70 of this Act per 
building - 5 - 
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£ s. d. 

For superintending the con- 
struction of overhanging 
oriel windows per building - 5 - 

For superintending the fixing 
of any oven copper steam- 
boiler or stove to be used 
for trade purposes and not 
heated by gas . . - 10 - 

For superintending the fixing 
of pipes for conveying heated 
air or hot water or steam at 
high pressure (for each floor 
of a building on which pipes 
are fixed) . . - 10 - 

For services relating to the 
erection of buildings on low 
lying lands per building . . - 5 - 

PART IV. 

Fees Payable to Council. 

On Dangerous Structures. 

For general services — 

For preparation of notices 
forms for same and postage . . - 

2. For service of notices (clerk's 
time) . . . . . . . . - 

3. For travelling per mile (one 
way) . . . . . . - 

4. For obtaining summonses and 
orders (clerk's time) . . . . - 

6. For cost of each summons or 
order . - 3 _ 

Where there are two or more adjoining 
or nearly contiguous structures in the 
same ownership — 
For Nos. 2 and 4 (above) each . . - 2 - 
The fees payable upon ten struc- 
tures shall be the maximum 
fees 



3 


G 


2 


6 


• - 


3 


2 


6 
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On Dilapidated and Neglected Buildings 
OR Structures. 

IT. £ 8. d. 

1. For each inspection of the 
building or structure and re- • 
port - 5 - 

2. For obtaining summons and 

order (clerk's time) .. ..-26 

3. For cost of each summons or 

order _ -2 _ 

4. For attendance at a court to 

give evidence - 5 - 

5. For every adjournment ..-26 

6. For supervision of works in- 
cluding report of officer in 
cases where the magistrate's 
order is executed by the 
Council . _ 5 _ 

7. For travelling per mile (one 

way) - - 3 

8. The cost of procuring local 
evidence to satisfy the magis- 
trate that the condition of the 
structure is prejudicial to the 
property or to the inhabitants 
of the neighbourhood is to be 
considered separately in each 
case. 

Where there are two or more adjoining 
or nearly contiguous structures in the 
same ownership — 

For Nos. 1 4 or 6 (above) each - 3 - 
For Nos. 2 or 5 (above) each - 2 - 
The fees payable upon ten 
structures shall be the maxi- 
mum fees. 
For travelling per mile (one 
way) 



• • 
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Regulations. 

1. The fees specified in this Schedule in 
respect of works to a party wall comprise 
the fees payable in respect of both sides of 
the wall. 

2. No fee shall be charged in respect of 
the fixing of a chimney pot. 

3. No fee shall be charged in respect of 
the repairing of a chimney top unless the 
top has been pulled down to a greater 
extent than twelve inches. 

4. No fee shall be charged in respect of 
the repairing of a parapet unless the 
parapet shall have been pulled down to a 
greater extent than twelve inches. 

5. In calculating the area of every new 
building for the purposes of this Schedule 
the area of all outbuildings not exceeding 
thirty feet in area whether attached or not 
shall be included provided such outbuild- 
ings be erected at the same time as the 
main building. 
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THE FOURTH SCHEDULE. 



Session and 
Chapter. 



7 & 8 
Yict. c. 84. 



Title or 
Short Title. 



Extent of Repea^ 



18 & 19 
Vict.c.120. 



18 & 19 
Vict.c.l22. 



23 & 24 
Vict. c. 52. 



24 & 25 
Vict. c. 87. 



The 
Metro- 
politan 
Building 
• Act 1844. 
The 
Metro- 
polis Man- 
agement 
Act 1855. 



The 
Metro- 
politan 
Building 
Act 1855. 

The 
Metro- 
politan 
Building 

Act 
(Ai3aend- 

ment) 

1860. 

The 
Metro- 
politan 
Building 
Amend- 
ment Act 

1861. 



So much as is unrepealed. 



Section one hundred and forty- 
two and in section two hun- 
dred and two the words " the 
plans level width surface in- 
clination and " and the words 
"and the plans and level of 
sites for building.'* 

The whole Act. 



The whole Act. 



The whole Act. 



180 



The London Building Act, 1894. 



Session and 
Chapter. 



2o & 26 
Vict.c.l02. 



32 & 33 
Vict. c. 82. 



34 & 36 
Vict. c. 39. 



41 & 42 
Vict. c. 32. 



Title or 
Short Title. 



The 
Metro- 
polis Man- 
agement 
Amend- 
ment Act 
1862. 
The 
Metro- 
politan 
Building 
Act 1869. 
The 
Metro- 
politan 
Building 
Act 1871. 
The 
Metro- 
polis 
Manage- 
ment and 
Building 

Acts 
Amend- 
ment Act 
1878. 



Extent of Repeal. 



Sections seventy-four seventy- 
five seventy -six eightv-five 
eighty-seven ninety-eight and 
ninety-nine. 



The whole Act. 



TV* 



The whole Act. 



Sections four six seven eight 
nine ten fourteen fifteen six- 
teen seventeen eighteen nine- 
teen twenty twenty-one from 
" and the district smTeyor" to 
" such house building erection 
or work " and the words ** or 
surveyor" section twenty-two 
so far as it relates to any 
notice or order served or made 
under any provision repealed 
by this Act section twenty- 
three from " and every penalty 
imposed by Part II." to "Acts 
amending the same" section 
twenty-five in section twenty- 
six the words "or in any bye- 
law of the board thereunder " 
and in section twenty-seven 
the words " or in any byelaw 
thereunder made." 
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Session and 
Chapter, i 

1 


Title or 
Short Title. 


Extent of Repeal. 


1 

45 & 46 ; 


The 


The whole Act. 


Vict. c. 14. j 


Metro- 
polis 
Manage- 
ment and 
Building 

Acts 
(Amend- 
ment) Act 
1882. 


. 


o3 <Sr- 54 


The 


Sections twenty-seven to thirty- 


Vict. 


London 


, one and sections thirty-three 


c. ccxliii. 


Council 
(General 

Powers) 
Act 1890. 


to thirty-seven. 

1 


54 k 55 


The 


The whole Act. 


Vict. 


1 London 




c. Ixxviii. 


Sky Signs 
Act 1891 . 


1 


56 <Sr, 57 


The 


Sections five to nine and 


Vict. 


London 


1 section seventeen. 


c. ccxxi. 


County 
Council 

(General 
Powers) 

Act 1893. 


1 
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THE 

LONDON BUILDING ACT, 1894, 
(AMENDMENT) ACT, 1898. 

(61 and 62 Victoria, chapter cxxxvii.) 

An Act to amend the London Building 
Act 1894. [26th July 1898.] 

^^^^fjf« Vict. WHEREAS it is expedient to amend the 
provisions contained in the London Build- 
ing Act 1894 with respect to the erection 
or extension of buildings or structures and 
the formation or extension of forecourts or 
other spaces in front of buildings or struc- 
tures within the prescribed distance from 
the centre of the roadway of the street in 
which such buildings or structures are 
situated the height of working-class dwell- 
ings erected on the side of certain streets 
the service of notices summonses and 
orders in relation to dangerous or 
neglected structures and the procedure 
in relation to certain offences under the 
said Act : 

And whereas the objects aforesaid cannot 
be attained without the authority of 
Parhament : 

May it therefore please your Majesty 
that it may be enacted and be it enacted 
by the Queen's Most Excellent Majesty by 
and with the advice and consent of the 
Ix)rd8 Spiritual and Temporal and Com- 
mons in this present Parliament assembled 
and by the authority of the same as 
follows: — 
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1. This Act may be cited as the Short title. 
London Building Act 1894 (Amendment) 

Act 1898. 

2. The London Building Act 1894 (in Af of i894 and 
this Act referred to as " the principal Act "J cons^ued a^ 
as amended by this Act and this Act shall one Act. 

be read and construed together as one Act 
and words and expressions used in this Act 
shall unless the context otherwise requires 
bear the meanings assigned to them in the 
principal Act and any references in the 
principal Act to any part or provisions of 
the principal Act shall be construed as 
referring to such part or provisions as 
amended by this Act. 

3. (1) In every case where any new b^ek^buiidui* s 
building or new structure or any part aJJ; " °*^* 
thereof is erected or any building or 
structure or any part thereof is extended 

in such manner that any external wall of 
such building or structure or (if there be a 
forecourt or other space between such 
external wall and the roadway) any part 
of any external fence or boundary of such 
forecourt or space shall be at a distance in 
any direction from the centre of the road- 
way of any street or way (being a highway) 
less than the distance permitted under 
Part II. of the principal Act or contrary to 
the conditions and terms (if any) subject 
to which the Council or the tribunal of 
appeal has sanctioned the erection or 
extension of such building or structure the 
Council may serve a notice upon the owner 
or occupier of the said building structure 
fence or boundary or upon the builder 
requiring him to cause such building 
structure fence or boundary or any part 
thereof to be set back so that every part of 
any external wall of such building or 
structure or of the external fence or 
boundary of such forecourt or space shall 
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be at a distance in every direction from the 
centre of the roadway of such street or way 
not less than the distance permitted under 
Part II. of the principal Act and shall be 
in accordance with such conditions and 
terms (if any) as the Council or the tribunal 
of appeal may have prescribed. 

(2) Any notice served under the pro- 
visions of this section shall be deemed to 
be a notice empowered to be served under 
Part II. of the principal Act within the 
meaning of the second subsection of the 
two hundredth section of the principal Act 
which subsection shall be read and con- 
strued and take effect as though the words 
" fence or boundary " had been originally 
inserted therein immediately after the 
word ** structure." 

(3) The fourteenth section of the prin- 
cipal Act is hereby repealed and from and 
after the passing of this Act the principal 
Act shall be read and have effect as if this 
section had been inserted therein instead 
of the said fourteenth section. 

(4) Nothing in this section shall affect 
the exercise of any powers conferred upon 
any railway company by any special Act 
of Parhament for railway purposes. 

HeiKhtof 4. The proviso in subsection 6 of sec- 

working class ^jq^ 13 of the principal Act commencing 
certain streets, with the words "Provided always that no 
dwolling-house " is hereby so far as the said 
proviso relates to dwelling-houses inhabited 
or adapted to be inhabited by persons of 
the working class and situate outside the 
City amended so that it shall hereafter be 
read and have effect as if the words " a 
distance of twenty feet from the centre of 
the roadway" were substituted for the 
words *' the prescribed distance " wherever 
the words " the prescribed distance " occur 
in the said proviso. 
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5. Section 188 of the principal Act shall Service of 
not apply to any notice summons or order summonBes and 
to be served npon the owner or occupier of JSdiSglrou? *^ 
a dangerous or neglected structure : or neglected 

Any such notice summons or order may ®*™*^"'**' 
be served on the owner or occupier of the 
dangerous or neglected structure by de- 
livering a copy thereof to some person on 
the premises to which such notice sum- 
mons or order relates or if no person be 
found on the premises then by fixing the 
same or a copy thereof on some conspicuous 
part of the premises to which it relates and 
in the case of a railway company by de- 
livering a copy thereof to the secretary at 
the principal office of the Company and in 
any such notice summons or order it shall 
be sufficient to describe the owner or occu- 
pier as "the owner" or "the occupier" 
and the same may be addressed to the 
owner or occupier by the description of 
" the owner " or " the occupier " of the 
premises (naming the premises) to which 
the same relates without further name or 
description : 

Provided always that when the owner of 
any dangerous or neglected structure and 
his residence are known to the Council it 
shall be the duty of the Council to send a 
copy of every such notice summons or order 
by registered post addressed to the usual 
or last known residence of such owner : 

In this section the expression "struc- 
ture" shall have the meaning assigned to 
it in Part IX. of the principal Act In 
cases where a dangerous structure is situate 
within the City this section shall be read as 
if the Corporation were named therein 
instejid of the Council. 

6. Subsection (3) (e) of the two hundredth Amendment of 
section of the principal Act shall hereafter f,Jb8l*(3)^ of 
be read and construed and take effect as Act of isw. 
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though the word "retains" had been in- 
serted therein immediately after the word 
"erects" and the words "approval or" 
had been inserted therein immediately 
before the word "licence" wherever such 
word occurs therein. 

Amendment of 7. Every person who does any of the 
fub8*^3)^ things specified in paragraphs (a) (d) and 
Act of 1894. («) of subsection (3) of section 200 of the 
principal Act as amended by this Act shall 
be liable on conviction to a penalty not 
exceeding forty shillings for every such 
offence and the court before whom an 
information is laid by the Council in re- 
spect thereof may in addition to imposing 
such penalty make an order in writing 
directing such person to demolish the 
building or structure complained of or any 
part thereof or to comply with the con- 
ditions contained in any consent licence or 
approval granted by the Council for the 
setting up erection adaptation alteration 
or retention of such building or structure 
and such order of the court shall be deemed 
to be the order of the court within the 
meaning and for the purposes of the third 
subsection of the two hundredth section 
of the principal Act and the imposition of 
any penalty under the provisions of this 
present section shall be without prejudice 
to any proceedings under the third sub- 
section of the two hundredth section of the 
principal Act for the daily penalty therein 
mentioned or under any other provisions 
of the principal Act or otherwise but so 
that no person shall be Uable to more than 
one penalty (other than daily penalties) for 
the same offence. 

As to the 8. The buildings and premises of the 

bJaSi?« *'*"*^* Stock Exchange within the City of London 

^.— >^ shall for the purposes of this and the prin- 
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cipal Act be deemed to be a public building 
within the meaning of such Acts. 

9. Nothing in this Act contained shall in Saving for g&s 
any way take away alter prejudice or affect companies, 
any of the powers rights and privileges 
conferred upon a Gas Company by any Act 

of Parliament and as existing immediately 
before the passing of the principal Act. 

10. The costs charges and expenses pre- Coets of Act . 
liminary to and of and incidental to the 
preparing applying for obtaining and pass- 
ing of this Act shall be raised and paid by 

the Council as part of their general ex- 
penses. 



188 



METROPOLIS LOCAL MANAGEMENT 

ACT. 



Byelaw as to the formation of New 
Streets in the Metropolis. 

Made by the Metropolitan Board of 
Works, at a Meeting of the said Board, 
held at Guildhall, in the City of Lon- 
don, on the 17th day of March, in the 
year of our Lord 1867, in and for the 
limits of the Metropolis, as defined by 
an Act passed in the Nineteenth year 
of the reign of Her Present Majesty, 
" For the better Local Management of 
the Metropolis," and submitted to and 
confirmed at a subsequent meeting of 
the said Board, held at Guildhall afore- 
said, in and for the limits aforesaid, on 
the 3rd day of April, in the year of our 
Lord 1867 ; and approved by the Right 
Honourable Sir George Grey, Baronet, 
one of Her Majesty's Principal Secre- 
taries of State, pursuant to the said 
Act; and published this 1st day of 
May A.D. 1867. 

In pursuance of the Powers vested 
in the Metropolitan Board of Works, 
by the Act of Parliament passed in 
the Nineteenth year of the Reign of 
Her Present Majesty, intituled "An 
Act for the better Local Manage- 
ment of the Metropolis," It is hereby 
Ordered by the said Board as follows, 
that is to say : 
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1. Four weeks at the least before any [See Section 8, 
New Street shall be laid out, written j^°^^^ Bj»^^^- 
Notice shall be ffiven to the Metro- °*^ ® ' 
politan Board of Works, at their Office, 

Spring Gardens, in the County of 
Middlesex, by the person or persons 
intending to lay out such New Street, 
stating the proposed level and width 
thereof, and accompanied by a Plan of 
the ground showing the local situation 
of the same. 

2. Forty feet at the least shall be the [See Section 12.] 
width of every New Street intended 

for carriage traffic ; twenty feet at the 
least shall be the width of every New 
Street intended only for foot traffic; 
Provided that the said width, respec- 
tively, shall be construed to mean the 
^vidth of the carriage and foot way 
only, exclusive of any gardens, fore- 
courts, open areas, or other spaces 
in front of the houses or buildings 
erected or intended to be erected 
in any street. 

3. Every New Street shall, unless the 
Metropolitan Board of Works otherwise 
consent in writing, have at the least 
two entrances of the full width of such 
Street, and shall be open from the 
ground upward. 

4. The measurement of the width of 
every New Street shall be taken at a 
right angle to the course thereof, half 
on either side from the centre or crown 
of the roadway to the external wall or 
front of the intended houses or build- 
ings on each side thereof; but where 
forecourts or other spaces are intended 
to be left in front of the houses or 
buildings, then the width of the Street, 
as already defined, shall be measured 
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from the centre line up to the fence, 
raiUng, or boundary dividing or in- 
tended to divide such forecourts, 
gardens, or spaces from the pubUc way. 

5. The carriage way of every New Street 
must curve or fall from the centre or 
crown thereof at the rate of three- 
eighths of an inch, at the least, for 
every foot of breadth. 

6. In every New Street the kerb to each 
footpath must not be less than four nor 
more than eight inches above the chan- 
nel of the roadway, except in the case 
of crossings, paved or formed, for the 
use of foot-passengers; and the slope 
of every footpath towards the kerb 
must be half an inch to every foot of 
width, if the footpath be unpaved, or 
not less than a quarter of an inch to 
every foot of width, if the footpath be 
paved. 

[See Section 5(1).] 7. In this byelaw the word "Street" 

shall be interpreted to apply to and 
include any highway (except the car- 
riageway of any turnpike road), and 
any road, pubUc bridge (not being a 
county bridge), lane, footway, square, 
court, alley or passage, whether a 
thoroughfare or not ; and a part of and 
such highway, road, bridge, lane, foot- 
way, square, court, alley, or passage. 

[See Section 200(1.)] 8. In casc of any breach of the regula- 
tions contained in this byelaw, the 
offender shall be liable for each offence 
to a penalty of Forty Shillings ; and in 
case of a continuing offence to a fur- 
ther penalty of Twenty Shillings for 
each day after notice thereof from the 
Metropolitan Board of Works. 
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By the 40th Section of the Local 
Government Act, 1888, the powers of 
the Metropolitan Board of Works are 
transferred to the London County 
Council, and any notice which by the 
above byelaw is directed to be given 
to the Board must henceforth be given 
to the Council, and any consent which 
might have been given by the Board 
may be given by the Council, and any 
notice which might have been given 
under the said byelaw by the Board 
to an offender may be given by the 
Council. 
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Byelaws made by the Coiineil under 
Section 16 of the Metropolis Manage- 
ment and Building Acts Amendment 
Act, 1878. 



1. — Repeal of previous Byelaws. 

The heretofore subsisting byelaws made 
by the Metropohtan Board of Works on the 
3rd of October, 1879, and the 22nd of 
January, 1886, and coiifirmed by the Secre- 
tary of State for the Home Department on 
the 6th of October, 1879, and the 23rd of 
June, 1886, are hereby repealed, and in lieu 
thereof the following are made : — 

2. — Foundations and sites of buildings. 

No house, building, or other erection, 
shall be erected upon any site or portion of 
any site which shall have been filled up or 
covered with any material impregnated or 
mixed with any faecal, animal, or vegetable 
matter, or which shall have been filled up 
or covered with dust, or slop, or other 
refuse, or in or upon which any such matter 
or refuse shall have been deposited, unless 
and until such matter or refuse shall have 
been properly removed, by excavation or 
otherwise, from such site. Any holes caused 
by such excavation must, if not used for a 
basement or cellar, be filled in with hard 
brick or dry rubbish, or concrete or other 
suitable material to be approved by the 
District Surveyor. 

The site of every house or building shall 
be covered with a layer of good concrete, 
at least six inches thick and smoothed on 
the upper surface. 
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The foundations of the walls of every 
house or building shall be formed of a bed 
of good concrete, not less than nine inches 
thick, and projecting at least four inches 
on each side of the lowest course of foot- 
ings of such walls. If the site be upon a 
natural bed of gravel, concrete may be 
omitted from the foundations of the walls, 
Avith the approval of the District Surveyor. 

The concrete must be composed of clean 
gi'avel, broken hard brick, properly burnt 
ballast, or other hard material to be ap- 
proved by the District Surveyor, well mixed 
with freshly burned lime or cement in the 
proportions of one of lime to six, and one 
of cement to eight of the other material. 

3. — Description and quality of the sub- 
stances of tvails. 

The external walls of every house, build- 
ing, or other erection shall, except in the case 
of concrete buildings, be constructed of good, 
hard, sound, well-burnt bricks, or of stone. 

Similar bricks shall be used in the 
portions of party and cross walls below the 
surface or level of the ground, and above 
the roof, including the chimney-stacks. 
Cutters or malms may be used in arches 
over recesses and openings in, or for 
facings of, external walls. 

Stone used for the construction of walls 
must be free from vents, cracks, and sand- 
holes, and be laid on its natural bed. 

All brick and stone work shall be put 
together with good mortar or good cement. 

The mortar to be used must be composed 
of freshly burned lime and clean sharp 
sand or grit, without earthy matter, in the 
proportions of one of lime to three of sand 
or grit. 

The cement to be used must be Portland 
cement, or other cement of equal quality, 
to be approved by the District Surveyor, 

N 



194 



mixed with clean sharp sand or grit, in the 
proportions of one of cement to four 6i sand 
or grit. 

Burnt ballast or broken brick may be 
substituted for sand or grit, prorided such 
material be properly mixed with lime in a 
mortar mill. 

Every wall of a house or building shall 
have a damp course composed of materials 
impervious to moisture, to be approved by 
the District Surveyor, extending through- 
out its whole thickness at the level of not 
less than 6 inches below the level of the 
lowest floor. Every external wall or inclos- 
ing wall of habitable rooms or their appur- 
tenances or cellars which abuts agaiftst the 
earth shall be protected by materials im- 
pervious to moisture to the satisfaction of 
the District Surveyor. 

The top of every party-wall and parapet- 
wall shall be finished with one course of 
hard, well-burnt bricks set on edge, in 
cement, or by a coping of any other water- 
proof and fire-resisting material properly 
secured. 

Whenever concrete is used in the con- 
struction of walls, the concrete shall be 
composed of Portland cement and of clean 
Thames or pit ballast, or gravel, or broken 
brick or stone, or furnace clinkers, with 
clean sand in the following proportions, 
viz. — one part of Portland cement, two 
parts of clean sand, and three parts of the 
coarse material, which is to be broken up 
sufficiently small to pass through a two-inch 
ring. 

The proportions of the materials to be 
strictly observed, and to be ascertained by 
careful admeasurement ; and the mixing 
either by machine or hand to be most care- 
fully done with clean water, and if mixed 
by hand, the material to be turned over 
di*y .before the water is added. 
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The walls to be carried up regularly and 
in parallel frames of equal height, and the 
surface of the concrete filled in the frame 
to be left rough and uneven to form a key 
for the next frame of concrete. 

The thicknesses of concrete walls to be 
equal at the least to the thicknesses for 
walls to be constructed of brickwork pre- 
scribed by the 12th section of the Metro- 
politan Building Act, 1855, and the first 
schedule referred to therein. 

Such portions of concrete party- walls and 
chimney-stacks as are carried above the 
roofs of buildings to be rendered externally 
with Portland cement. 

4. — Duties of District Surveyors, 

It shall be the duty of each District Sur- 
veyor, on receiving notice of the com- 
mencement of any house, building, or 
other erection, or of any alteration or 
addition, or on his becoming aware that 
any house, building, or other erection, or 
any alteration or addition, is being pro- 
ceeded with, to see that the provisions of 
the foregoing byelaws are duly observed 
(except in cases where the London County 
Council may have dispensed with the 
observance thereof), and to see that the 
terms and conditions upon which any dis- 
pensation may have been granted, are 
complied with. 

5. — Fees to be paid to District Surveyors, 

The District Surveyor shall in respect of 
the erection of any house or other building 
be entitled to receive the sum of five 
shillings, the same to be taken and deemed 
to be a fee due to such District Surveyor in 
respect of the duties imposed upon him by 
the Metropolis Management and Building 
Acts Amendment Act, 1878, and these bye- 
laws ; such fees to be payable in the 
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manner and at the time prescribed by 
section 61 of the Metropolitan Building 
Act, 18o5. The District SuiTeyor shall 
also, in every case where in respect of any 
breach of these byelaws, or of the above 
Act of Parliament, an application shall 
have been made by him to a Justice, and 
an order made thereon, be in like manner 
entitled to receive the sum of ten shillings 
in addition to the before-mentioned fee of 
five shillings. 

There shall be paid to the District Sur- 
veyor, in respect of his supervision of any 
building constructed wholly or in part with 
concrete walls, a fee one-half more in 
amount than the fee to Avhich he would be 
entitled under the Metropolitan Building 
Act, 1855, for a new builmng or addition. 
No additional fee is, however, to be charged 
in respect of any alteration to a concrete 
building. 

6. — Deposit of plans and sections. 

On notice being given to a District Surveyor 
of the intended erection, re-erection, altera- 
tion of, or addition to a public building, or 
a building to which section 66 of the Metro- 
politan ]^uilding Act, 185.5, applies, it shall 
ho the duty of the person giving such 
notice to deposit plans and sections of sucli 
erection, re-erection, alteration or addition 
with the District SuiTeyor. Such plans and 
sections shall be of sufficient detail to show 
the construction. 

On notice being given to the District 
Surveyor of the intended erection or altera- 
tion of or addition to any house, building, 
or other erection, other than a public build- 
ing, or one to which section 56 of the 
Metropolitan Building Act, 1855, applies, 
the District Surveyor may, if he think fit 
so to do, by notice in writing, require the 
j)erson giving such notice to produce a 
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plan or plans and sections of any such 
house, building or other erection, or of the 
intended alterations or additions thereto, 
for his inspection. 

7. — Penalties and dispensation. 

In case of any breach of any of the pro- 
visions contained in these byelaws, the 
offender shall be liable for each breach to a 
penalty not exceeding five pounds, and in 
each case of a continuing offence, to a 
further penalty not exceeding forty 
shillings for each day after notice of 
such offence from the London County 
Council or the District Surveyor. 

In any case in which the Council think 
it expedient, they may dispense with the 
observance of any of the foregoing byelaws, 
or any part thereof, upon such terms and 
conditions as they may think proper, and 
in case of the non-observance of any terms 
and conditions upon which the Council may 
have dispensed with the observance of any 
of the foregoing byelaws, then such pro- 
ceedings may be taken, and such liabilities 
shall be incurred, as if the same had been 
enacted by such byelaws. 

The Seal of the London 
County Council was hereto 
affixed on the 13th day of 
October, 1891. 

H. De la Hooke, 

Clerk of the Council, 

I hereby confirm the foregoing Byelaws 

Henry Matthews, 

One of Her Majesty's Principal 
Secretaries of State. 

Whitehall, 

I9th October, 1891, 
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Byelaws made by the Coimcil under 
Section 31 of the London Council 
(General Powers) Act, 1890. 



1. — Description and quality of the substances 
of which plastering is to he made. 

All laths used for plastering shall be 
sound laths free from sap, but iron or 
other incombustible laths, wire netting or 
other suitable material to the satisfaction 
of the District Surveyor may be used. 

Plastering or coarse stuff shall be com- 
posed of lime and sand in the proportion 
of 1 of lime to 3 of sand, mixed with water 
and hair, but Portland cement, Keene's 
cement, Parian cement. Martinis cement, 
Selenitic cement, or other approved cement 
or plaster of Paris, may also be used for 
plastering. 

The lime to be used must be freshly 
burned lime. 

The sand to be used must be clean, sharp 
sand, free from loam or earthy matter. 

The hair to be used must be good and 
sound, and free from grease or dirt ; 1 lb. 
of hair to be used to every 3 cubic feet of 
coarse stuff. Fibrous material to the satis- 
faction of the District Surveyor may be 
used instead of hair, and ground brick or 
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furnace slag to the satisfaction of the Dis- 
trict Surveyor may be used instead of sand. 

The setting coat shall be composed of 
lime or cement mixed with clean washed 
sand or of cement only. 

Clear water only is to be used in mixing 
the material. 

The Portland cement to be used must 
weigh not less than 90 lbs. to the imperial 
bushel. 

Fibrous slab or other slab plastering of 
sufficient thickness and securely fixed, may 
be used on ceilings, partitions, and walls to 
the satisfaction of the District Surveyor. 

2. — As to the mode in which and the 
materials \cith which any excavation 
outside the site of a building is to be 
filled up. 

Any excavation made within a line 
drawn outside the site of a house, building, 
or other erection, and at an uniform 
distance therefrom of 3 feet, shall not 
be filled up otherwise than with the 
natural soil or with brick or dry rubbish 
or other suitable material to be approved 
by the District Surveyor, not consisting 
of, nor impregnated or mixed with any 
faecal, animal or vegetable matter, or with 
dusfc or slop or other refuse, and shall be 
properly rammed. 

3. — Duties of District Surveyors. 

It shall be the duty of each District 
Surveyor on receiving notice of the com- 
mencement of any house, building, or 
other erection, or on his becoming aware 
that any house, building, or other erection 
is being proceeded with, or that any 
excavation is being made within a line 
drawn outside the site of a house, building, 
or other erection and within 3 feet there- 
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from, to see that tlie plastering is of the 
description and quality prescribed by, and 
that any excavation be tilled up with the 
material and in the manner specified in the 
foregoing byelaws. 

4. — Fees to he paid to District 
Surveyors. 

There shall be paid to the District 
SuiTeyor in respect of his supervision of 
the plastering of any house, building, 
or other erection, and in respect of the 
filling in of any excavation made outside 
the site of any house, -building, or other 
erection, and within a distance of 3 feet 
therefrom an inclusive fee of five shillings, 
such fee to be payable in the manner and 
at the time specified in section />! of the 
Metropolitan J^uilding Act, 1855. 



6. — Penalties, 

In case of any breach of the provisions 
contained in these byelaws, the offender 
shall be liable for each offence to a penalty 
not exceeding five pounds, and, in each 
case of a continuing offence, to a further 
penalty not exceeding forty shillings for 
each day after notice of such offence from 
the London County Council or the District 
Surveyor. 



The Seal of the London 

County Council was hereto 

affixed on the 13th day of 
October, 1891. 



IT. De la Hooke, 

Clerk of the Council 
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I hereby confirm the foregoing Bye- 
laws. 

Henry Matthews, 

One of Her Majesty's Principal 
Secretaries of State. 



Whitehall, 

Idth October, 1891. 
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Eegnlations and Eules made by the Lon- 
don County Council, as to Applications 
for sanction, consent, and licences, &c., 
under the London Building Act, 1894, 
and the London Building Act, 1894, 
(Amendment) Act, 1898. 



The attention of applicants is specially 
directed to the provision of section 194 of 
the London Building Act, 1894, whereby 
all applications, plans, and other documents 
delivered at the office of the Council, on 
delivery there become the property of the 
Council. 

I. — Genbhal. 

Every application (except those under 
Part XL of the Act of 1894, as to which see 
paragraph XL (14) below) must be addressed 
to the Superintending Architect, County 
Hall, Spring-gardens, S.W., and must state 
under which section of the Acts it is made. 

All applications must be in writing on 
foolscap paper, and all drawings (including 
plans, sections, and elevations) must be on 
tracing linen of sufficient size to permit of 
the approval of the Council being endorsed 
thereon. 

The scale to which drawings are made 
must be drawn thereon and not expressed 
in words ; the north point must be indicated 
on air plans. 

The site must be coloured pink, the pro- 
posed building red, existing buildings grey, 
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and any land to be dedicated and left open 
for the use of the public blue. 

The full name and address of the person 
on whose behalf the application is made 
and the extent and character of his interest 
in the property, and whether the property 
is freehold, leasehold or copyhold, must be 
stated. Particulars must be furnished as 
to the nature of the application and the 
situation of the street, building or struc- 
ture, and the purpose for which such build- 
ing is required. 

All drawings must be in duplicate, and 
be drawn on the unglazed side of the 
tracing linen. 

II. — Plans, Sections and Particulars 

REQUIRED IN BACH CASE. 

(1) Fomiaiion and laying out of new streets 
— Adaption of ways for streets and 
widenings of streets (see also 13 below), 
&c.f sec. 7 and sec. 10 of the 1894 Act, 

Plans must be to a scale of 88 feet to the 
inch, and must be accompanied by longi 
tudinal sections to the same horizontal 
scale, but to a vertical scale of 11 feet to 
the inch, showing the natural and intended 
surface levels of the streets (computed from 
ordnance or some other fixed datum), and 
by cross sections to a scale of 22 feet to the 
inch. 

The width of the new street must also be 
figured. 

A key plan of the locality showing the 
surrounding property must also be sent. 

The names proposed to be given to the 
streets must be submitted; they must be 
such as are not already in use. An office 
list of names in use, together with a list of 
available names, can be consulted by 
applicants. 
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In the event of the application being 
sanctioned, two additional copies of the 
plans will be required. 

In the case of the adaptation of ways for 
streets or the widening of streets under 
sec. 10, sections will not be required. 

Every application for sanction to the 
formation or laying out of any street or for 
the adaptation of any way as a street, must 
be accompanied by correct and suflftcient 
particulars in writing (which must be veri- 
fied by production of title deeds should the 
Council so require) showing how the person 
on whose behalf the application is made 
has acquired such control over the land 
forming the site of the proposed street 
shown on the plan accompanying his 
application, as may be requisite to enable 
him to form or lay out such street, or to 
adapt such way as the case may be. Such 
particulars must contain the date of, and 
the names and addresses of the parties to, 
the document or documents under which 
the applicant acquired such control. 

(2) Buildings (a) within the prescribed dis- 
tance, (b) in advance of the general line 
of buildings, &c., sec. 13, sec. 17, and 
sec. 22 of the 1894 Act, and sees. 3 and 
4 of the 1898 Act, 

Plans must be to a scale of 22 feet to the 
inch, and must show the situation of the 
building in relation to others adjacent. 
The height and precise distance from the 
centre of the roadway of the proposed 
building and the width of the street are to 
be figured. 

The names and addresses of the owners 
and occupiers of the nearest building on 
each side of the proposed building must 
also be sent. 

In the event of an application being 
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approved, an additional copy of the draw- 
ings will be required. 

In the case of applications under sec. 13 
(o), the extent and height of the old build- 
ings on the site must be shown to the same 
scale. 

(3) Open space at the rear of domestic build- 
ingSf sec. 41 ; and open space about 
working class dwellings not abutting 
upon a street^ sec. 42 of the 1894 Act 
and sec. 4 of the 1898 Act. 

Plans and sections must be to the scale 
of one-eighth of an inch to the foot; they 
must indicate the height of the proposed 
buildings in every part ; there must also be 
a block plan to a scale of 22 feet to 1 inch, 
showing the adjoining premises, with the 
approximate height of any buildings there- 
on, and in any case w^here it is desired to 
extend a building or any part thereof above 
the diagonal hnc directed to be drawn by 
the Act of 1894, the diagonal line and also 
the horizontal line from which it is drawn 
must be shown on such drawings. 

(4) Deviations from cfrtified plans of 

domestic buildings prrvioiish/ existing 
on old sites, sec. 43 of the 1894 Act, 

Plans and sections to a scale of one- 
eighth of an inch to a foot, showing the 
height and extent of the previously existing 
buildings, and certified by the District Sm*- 
veyor, must be sent, together with plans 
and sections of the proposed new buildings 
to the same scale. The position and ap- 
proximate height of any adjacent buildings 
must be indicated on a block plan to a scale 
of 22 feet to 1 inch. The area of open space 
to be left, and the height of new buildings 
must be figured. 



206 



(5) Laying out new streets on a cleared area, 
sec. 44 of the 1894 Act. 

In all cases where the proposed new 
streets have been sanctioned but not 
formed the date of such sanction must be 
specified in any application submitted 
under section 44, and every such applica- 
tion must be accompanied by a block plan 
to a scale of 44 feet to 1 inch, showing the 
width of all old streets on the area, and the 
extent and approximate height of all old 
buildings thereon, together with sections to 
a scale of one-eighth of an inch to the foot, 
showing the height of the proposed new 
buildings. 

In any case where sanction has not been 
obtained to the formation or laying out of 
proposed new streets upon a cleared area, 
application for sanction to such streets 
must be made in accordance with Regula- 
tion II. (1), and should accompany any 
application made under section 44. 

Applications cannot be entertained under 
sec. 44 for modification or relaxation of the 
previous provisions of Part V., except in 
respect of either existing streets or streets 
for the formation of which a sanction has 
been obtained under Part II. of the 1894 
Act. 



(6) Height of buildings, sec. 47 and sec. 49 of 
the 1894 Act. 

A block plan to a scale of 22 feet to an 
inch, showing the position of the proposed 
building and of any adjacent buildings, and 
the width of the street. 

Also a plan and sections to a scale of 
one-eighth of an inch to the foot, showing 
the height of the several parts of the 
building. 
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(7) Recesses and openings in external walls 

and recesses in party wallSy sec. 64 of the 
1894 Act. 

A block plan to a scale of 22 feet to an 
inch showing the position of the building 
and of adjacent buildings. 

Plans of the floors of the building and an 
elevation of the wall in which the recesses 
or openings occur to a scale of one inch to 
the foot. 

(8) Timber in external walls f sec. 56 ; and 
furnace chimney-shafts y sec. 66 of the 
1894 Act. 

Plans, sections, and elevations to the 
scale of one-eighth of an inch to a foot, 
together with such details to a larger scale 
as may be necessary to show the con- 
struction. 

A block plan to a scale of 22 feet to the 
inch, showing the position of the building. 

(9) Means of escape from the upper storeys 

of high buildingSy sec. 63 of the 1894 
Act. 

A block plan to a scale of 22 feet to an 
inch showing the position of the building 
and of adjoining buildings. 

Plans of the floors above 60 feet from the 
street level to a scale of one-eighth of an 
inch to the foot, and full details of the 
means of escape to be provided. 

(10) Projections f sec. 73 of the 1894 Act. 

In addition to the drawings, &c., required 
by Regulation II. (2), a plan, section, and 
side elevation to a scale of one-eighth of an 
inch to a foot. In the case of the applica- 
tion being approved an additional copy of 
the drawings will be required. 
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(11) Additional cubical extent, sec. 76 ; and 
buildings for the supply of electricity, 
sec. 203 of the 1894 Act. 

A block plan to a scale of 22 feet to the 
inch showing the position of the proposed 
building and buildings adjacent. 

Plans and sections to a scale of one- 
eighth of an inch to the foot showing the 
height of the building in its various parts. 

The use to which the various parts of the 
building are intended to be put is to be indi- 
cated, and any points bearing upon the 
question of liability to lire. 



(12) Special and temporary buildings aiul 
wooden structures. Part VII. of the 
1894 Act and sees. 6 and 7 of the 1898 
Act, 

Applications must be accompanied by a 
block plan of the premises, showing the 
position of the proposed building or struc- 
ture, and of any adjacent buildings or 
structures, and also by a plan, elevation, 
and section of the proposed building or 
structure to a scale of one-eighth of an 
inch to a foot, together with such sections 
and details to a scale sufficiently large to 
clearly show the construction. 

A fee of OS. must be paid to the Cashier 
of the Council on depositing the applica- 
tion, and a further fee of 5s. on obtaining a 
notification of the order of the Council, and 
in no case will the approval or licence be 
issued until the fees are paid. 

Every application for a renewal of an 
approval or licence for a temporary build- 
ing or structure for a further period must 
be accompanied by a certificate from the 
District SuiTeyor that it has not been 
altered as to construction or position, and 
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in cases where the building or structure has 
existed for three years or more as to its 
stability for such further period as may be 
applied for, and also as to any repairs 
which may be requisite. 

In cases where the building or structure 
has existed for less than three years, and if 
the inspection be merely to ascertain that 
the building has not been altered as to con- 
struction or position, and to certify that an 
extension of time may be allowed, a fee of 
10s. may be demanded and received by the 
District Surveyor. 

In cases where the building or structure 
has existed for three years or more, and a 
certificate with regard to structural stabihty 
is required, a fee of 20s. may be demanded 
and received by the District Surveyor. 



(13) Naming of streets and numbering of 
houses. Part IV. of the 1894 Act. 

Persons laying out new streets or build- 
ing rows of houses would facilitate their 
own operations with reference to leases 
and the numbering of houses required by 
the Council under the statute by observing 
the following rules — 
 St. Paul's Cathedral is recognised as a 
central point; and the numbering of 
houses begins at the end or entrance of 
the street nearest to that building, ex- 
cept where a street leads from a main 
thoroughfare to a less important street, 
and then the numbering must start from 
the main thoroughfare. 

Taking, therefore, the sides of a street 
as left and right (assuming that the back 
is towards St. Paul's) the odd numbers 
will be assigned to the left hand side, 
and th^ even numbers to the right hand 
side. 
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No name is to be used for a street 
unless with the approval of the Council ; 
and it must be a name consisting, if pos- 
sible, of one word, with the addition of 
" street," " road," or other like term, and 
not already in use within the county. 

Only such streets as are leading 
thoroughfares of considerable length can 
be designated " roads." 

No street under 60 feet in width can be 
called an " avenue." 

The names "gardens" and "grove" 
can only be used when the terms seem 
appropriate. 

Names in some way associated with 
the locality are preferred. 

Names for terraces or places, or other 
blocks of houses, and sections of streets, 
usually known as subsidiary names, are 
not recognised. 

Any person interested in property 
affected by any order of the Council 
for re-nanaing streets or re-numbering 
houses, is permitted, on application, to 
make a copy of the order and a tracing 
of the plan attached thereto ; or a certi- 
fied copy of the order and plan may be 
furnished to him on his paying the cost 
of making the same. 

A fee of Is. is to be charged to all per- 
sons seeking information involving a 
reference to the records with regard to 
orders for re-naming streets or re-num- 
bering houses. 

If a copy of an order and plan be re- 
(juired, there will be a further fee of not 
less than Is. 6d. 

A more extended plan may be obtained 
for a larger payment. 

Copies of orders and plans are to be 
made in the Superintending Architect's 
department, 
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(14) Dwelling-houses on low4ying lands. 
Part XI. (These regulations were made 
by the Council on the 26th day of Marchy 
1896, under section 128 of the London 
Building Act, 1894, and the concurrence 
of the Tribunal of Appeal was duly sig- 
nified thereto on the Sth of April, 1896.) 

Every person who shall be desirous of 
erecting or adapting any building to be 
used wholly or in part as a dwelling-house 
on any land in the county of London, of 
which the surface is below the level of 
Trinity high-water mark, and which is so 
situate as not to admit of being drained by 
gravitation into an existing sewer of the 
Council, shall first make a written applica- 
tion for a licence. Such application shall 
be addressed to the Clerk of the Council. 

Such application shall contain a state- 
ment as to the nature and extent of the 
interest of the applicant in the building 
or buildings proposed to be erected or 
adapted, and be accompanied by a plan 
and section of the lowest floor of such 
building or buildings and the curtilages 
thereof to a scale of ^th of an inch to a 
foot, and by a block plan to a scale of not 
less than Wtsji (which may be on a sheet or 
sheets of the Ordnance Survey, or may be 
drawn on tracing linen), showing the posi- 
tion of such building or buildings, and the 
local sewer into which it is proposed to 
drain such building or buildings and the 
connection of such local sewer with an 
existing sewer of the Council. 

Such plans and sections shall be accom- 
panied by a description of the materials to 
be used in the construction of such building 
or buildings, and shall be coloured in ac- 
cordance therewith. The points of the 
compass shall be marked on the block 
plan. 
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The position and course of the drainage 
system proposed to be adopted for the dis- 
posal of sewage and rain water, and its 
connection with the local sewer or an 
existing sewer of the Council, shall be 
clearly shown on the plans and sections, 
and the diameter and inclination of the 
drain pipes shall be figured thereon. 

The plan and section shall also indicate 
in figures the level above or below ord- 
nance datum at which it is proposed to 
construct the floor of the lowest rooms. 

The decision given by the Chief Engineer 
of the Council upon such application shall 
be reported to the Building Act Committee, 
and the Committee shall report it to the 
Council, and thereupon, if it is to the effect 
that the erection or adaptation may not be 
permitted, the Clerk of the Council shall 
by letter inform the applicant that the 
Council, acting upon the decision of the 
Engineer, has refused permission. If it is 
to the effect that the erection or adaptation 
may be permitted, a licence under the seal 
of the Council embodying the conditions 
of the Engineer's decision shall be issued 
to the applicant. 



Regulation made by the Council on 26th 
March, 1895, under section 122 — 

It shall not be lawful to place the under- 
side of the lowest floor of any permitted 
building at such a level as will render it 
liable to flooding, and every permitted 
building shall be efficiently and properly 
drained to the satisfaction of the Engineer 
for the time being of the Council, either 
into a local sewer or into a main sewer of 
the Council. 

Note. — For penalty for breach of this 
Regulation, see section 200 (9) of the Lon- 
don Building Act, 1894, 
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(16) Fire-resisting materials, SchedvJe IL 
of the London Building Act, 1894 — The 
Council on 28th March, 1899, parsed the 
following resolution : — 

That the Council do, in pursuance of the 
powers vested in it by the second schedule 
of the London Building Act, 1894, approve 
of the following material as fire-resisting, 
namely, concrete composed of properly 
burned coke breeze, free from dust and 
organic impurities, and Portland cement, 
in the following proportions, viz. — five 
parts by measurement oi coke breeze to one 
part by measurement of Portland cement, 
mixed together with clean water to the 
satisfaction of the District Surveyor, when 
such concrete is used for filling in between 
the joists of floors, and is filled in to the 
depth of at least five inches. 



STANDING ORDERS. 

Conditions upon which Applications may 

BE Granted. 

In dealing with applications made under 
the London Building Act, 1894, and the 
amending Act of 1898, with reference to 
the under-mentioned matters, the desirable- 
ness of imposing conditions to the follow- 
ing effect shall be considered, but this 
order shall not Umit any power to vary 
such conditions or to impose such condi- 
tions in other matters than those men- 
tioned or to impose any other conditions 
in any matter. 

In the matter of the formation or laying 
out of proposed streets, conditions to the 
following effect — 

(1.) That within from the 

date of this order the roadway of the 
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;proposed street hereby sanctioned shall 
be clearly defined throughout by posts 
and rails or so otherwise as the Council 
shall permit, and be thrown open to the 
public as a highway. 

(2.) That no building shall be com- 
menced to be erected upon either side of 
such roadway, or upon a site abutting 
upon such roadway, unless such roadway 
shall have been and shall still remain so 
defined and thrown open as aforesaid, 
and unless such roadway shall have been 
and shall still remain so made as regards 
levels, direction, width and gradients 
throughout as to comply with the provi- 
sions of any statutes and byelaws in force 
in London regulating streets and build- 
ings, and unless such roadway shall also 
have been so made and shall still remain 
as to accord with the plans and sections 
attached hereto and the particulars 
which accompanied the apphcation for 
the sanction contained in this order, and 
unless the name of the street approved 
by the Council shall have been affixed 
and be retained at both ends of the 
street. 

In the matter of the erection of one-storey 
shops in advance of the general line of build- 
ings, a condition to the following effect — 

That no part of the proposed shop or 
any structure or erection connected 
therewith do exceed 16 feet in height 
above the footway, or such other height 
as may be fixed by the Council. 

In the matter of temporary buildings or 
structures, or wooden structures dealt with 
under Part VIL, conditions to the following 
effect — 

(1.) That the building or structure be 
commenced and completed within such 
periods as may be deemed expedient. 
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(2.) That if the building or structure 
be commenced or completed contrary to 
Condition 1, or be found at any time 
to have been so erected, set up, altered, 
or adapted as not to be in all respects in 
accordance with the application for the 
approval or licence and the plans and 
particulars relating to such application, 
or (when approved or licensed for a 
special purpose) to have been used for 
any purpose other than a purpose named 
in the approval or licence, or to have 
had any unauthorised addition made 
thereto, or any word, advertisement or 
device made or retained thereon, such 
building or structure shall within seven 
days after service on any owner or occu- 
pier thereof for the time being of a 
notice from the Council requiring its 
removal, be entirely removed. 

In any matter in tvhich land is to be given 
up conditions to the following effect — 

(1.) That before the building is erected 
or within such period as may be named 
in the sanction, consent, licence or ap- 
proval the land coloured blue upon the 
deposited plan shall be dedicated to and 
left open for the use of the public, and 
that no pier, pilaster or other projection 
be placed on such land. 

(2.) That no vault, arch, cellar, or other 
construction shall be made in or under 
the said land coloured blue on the said 
plan without the previous consent in 
writing of the local authority. 

And in all ^natters conditions to the 
following effect — 

That the building, structure, or work 
be set up, erected, or carried out, as the 
case may be, and retained without any 
addition thereto and in exact accordance 
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with the application for the sanction, 
consent, licence, or approval, and the 
plans and particulars which accompanied 
such appUcation. 

No sanction, consent, licence, or approval 
shall be issued until the conditions imposed 
by the Council in granting the same have 
been, if the Council so require, accepted in 
writing by such persons as the Council 
shall consider the proper parties to com- 
ply with such conditions. 

Every written acceptance of conditions 
shall have a sixpenny stamp affixed 
thereto. 

Directions to be obseeved by the 
Council's Officials in begard to 
CERTAIN Applications. 

Formation and widening of streets — Part 
II. of the 1894 Act. 

A copy of each plan for the formation of 
a new street, or for the adaptation of a 
way for a street, or for the erection of a 
building or structure at less than the pre- 
scribed distance from the centre of the 
roadway, is to be sent to the Local 
Authority in whose district the proposed 
street, building or structure is situated, 
with a request that they will inform the 
Council within 14 days whether they have 
any suggestions to make with reference to 
such plan, and with an intimation iii cases 
of proposed erection at less than the pre- 
scribed distance from the centre of the 
road, that the communication is to be 
treated as the Council's communication 
within the meaning of section 13 of the 
1894 Act of its intention to give the con- 
sent applied for if upon consideration of 
the application it should think it ought to 
be granted. 
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Whenever the Council has approved of a 
plan' for the formation of a street to be 
laid out for carriage traffic, and open at 
both ends, the applicant is to be cautioned 
that if at any time, without the written 
consent of the Council, any posts or other 
obstructions are placed across the carriage- 
way to prevent the access of carriages, he 
will be liable to prosecution under section 
199 of the 1894 Act. 

"Whenever plans of new streets to be laid 
out for foot traific only are sanctioned, a 
condition is to be attached binding the 
apphcant to pave the street over the entire 
surface, and by posts, bars or otherwise, to 
prevent such street from being used for 
carriage traific. 

Lines of building frontage — Part III. of the 

1894 Act. 

On the receipt of an application to erect 
or extend buildings or structures beyond 
the general line of buildings, the fact of 
such application, together with copies or 
tracings of so much of the drawings ac- 
companying the application as may be 
suificient for identifying the property pro- 
posed to be dealt with, and explaining the 
object of the application, is to be com- 
municated to the Local Authority of the 
district in which the site is situated ; and 
the Local Authority is to be apprised that 
the Council will be prepared to receive any 
suggestions they may deem it desirable to 
make upon the subject within fourteen 
days; also a notice that such application 
has been made shall be sent to the owner 
and occupier of the nearest building on 
each side of the proposed building or 
structure ; and no such application shall 
be brought before the Committee until 
after the expiration of fourteen days from 
the date of such notice. 
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Naming and numbering of streets — Part IV. 

of ths IS94 Act. 

Whenever application is made for the 
re-naming of a street, or the re-numbering 
of houses, the Local Authority in whose 
jurisdiction the same may be situated is to 
be asked to state its views on the subject. 

In cases of re-naming of streets, the 
decision of the Committee shall be reported 
to the Local Authority, and notice boards 
shall be attached to two or more lamp- 
posts in the street for the period of one 
month, notifying the intention of the 
Council. At the expiration of the time 
any protests that may have been received 
shall be reported to the Committee. 

When an order has been made by the 
Council for re-naming a street or re-num- 
bering houses, an officer responsible to the 
Superintending Architect is, at the expira- 
tion of three months from the transmission 
of the order to the Local Authority, to in- 
spect the street in respect of which the 
order has been made, and to report to the 
Committee any non-compliance with the 
terms thereof. 

Immediately after the making of an 
order for the re-naming of any street, an 
intimation thereof is to be sent to the Post 
Office authorities. 

Construction of buildings — Part VI, of the 

1894 Act. 

AppHcations for projections under sec- 
tion 73 of the 1894 Act are, where such 
projections extend into the street, to be 
treated in the same way as applications 
under Part III. of the 1894 Act. 

Special and temporary buildings and wooden 
structures — Part VII. of the 1894 Act, 
and sections 6 and 7 of the 1898 Act. 

A register is to be kept by the Superin- 
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lending Architect, showing the periods for 
which temporary buildings or structures 
or wooden structures are licensed by the 
Council, and whenever a building or struc- 
ture is not removed at the expiration of 
the term specified in the licence, he is to 
report the fact to the Solicitor, who is 
forthwith to write and caution the holder 
of the licence, and report the result to the 
Committee. 

Dangerous and Neglected Structures, — 

Part IX, of the 1894 Act, 

Dangerous Structures, 

When information of a dangerous struc- 
ture is received, an order to survey shall 
be immediately sent to the District Surveyor 
in whose district the structure is situated. 
District Surveyors are not to certify unless 
required to do so, except in cases of im- 
minent danger to life not admitting of the 
least delay ; all such very exceptional cases 
are to be specially notified to the Comp- 
troller by the Superintending Architect. 

A daily extract of fires, where structural 
damage has probably resulted, is to be 
made in the dangerous structures depart- 
ment from the fire brigade return, and the 
extract is to be forwarded to those District 
Surveyors in whose districts the fires have 
occurred, in order that they may visit the 
premises and ascertain if any walls or 
buildings have been left in a dangerous 
condition, and take steps accordingly. 

On receipt of a certificate from the 
District Surveyor that the structure is 
dangerous, a notice in the terms of the 
certificate shall be served on the occupier, 
or be affixed to the building, and a copy 
sent by registered letter to the owner, if 
known. 

Accompanying the notice a warning is 
to be sent that any delay in complying 
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with the requirements of the notice will 
involve the owner in increased expense. 

Where shoring or hoarding is required, 
the owner shall be afforded an opportunity 
for executing the work when it can be 
done without risk of accident. In urgent 
cases, or on the owner's neglect, the 
Manager of the Works Department of the 
Council shall be directed to carry out the 
necessary works. 

The time to be allowed for works of 
repair or demolition must be limited 
according to circumstances. 

At the expiration of the time given, the 
District Surveyor is to report whether such 
works have been executed. 

If the owner neglect to comply with the 
notice he shall, if the structure be in such a 
dangerous condition as to require immediate 
treatment, or if he do not within seven days 
from the service of the notice upon him 
give notice requiring that the subject shall 
be referred to arbitration, be summoned 
before a Petty Sessional Court as directed 
by the Act. 

At the expiration of the time specified in 
the order, the District Surveyor is again to 
report, stating that the danger has or has 
not been removed, and if the order shall 
not have been compUed with, the required 
work shall be executed by the Works De- 
partment of the Council, under the super- 
vision of an officer in the Superintending 
Architect's Department. 

On the completion of a case, the amount 
for fees payable to the District Surveyor 
shall be made out in accordance with the 
scale, and that account, together with the 
account for hoarding, shoring, and other 
works (if any) shall be forthwith submitted 
to the Finance Committee. 

As soon as these accounts have passed 
the Finance Committee and been paid, the 



221 



whole of the expenses incurred in relation to 
each dangerous structure shall be charged 
to the owner, and the necessary steps for 
the recovery of those expenses shall be 
taken by the Comptroller. 

Licences are not to be taken out by the 
Council for hoarding or shoring, but the 
Manager of the Works Department is in 
every case, upon the request of the Local 
Authority, to make good the pavement to 
the satisfaction of their Surveyor, so soon 
as the hoarding and shoring is removed. 
The costs and expenses so incurred are to 
be recovered by the Council from the 
owner. 

Neglected Structures, 

Upon receipt of information that a struc- 
ture is in a dilapidated or neglected condi- 
tion, an inspection shall be made by an 
officer responsible to the Superintending 
Architect, and the result of such inspection 
shall be reported to the Committee. 

When the owner of the neglected or 
dilapidated structure is known, a communi- 
cation shall be addressed to him, calling his 
attention to the condition of such structure, 
and allowing fourteen days for the repair 
or removal of the same; and should the 
works not be commenced at the expiration 
of that time, a summons shall be applied 
for. 

When it is found necessary to procure 
evidence from a local source to satisfy the 
Petty Sessional Court that the condition of 
the structure is such as to be prejudicial to 
the property, or to the inhabitants of the 
neighbourhood, the Solicitor or the Super- 
intending Architect shall be authorised 
to obtain such evidence. 

If, upon the hearing of the summons by 
the Magistrate, an order be made, the 
Superintending Architect shall, at the 
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expiration of the time allowed by such 
order, further report to the Building Act 
Committee. In the event of the order not 
being complied with, the Committee may 
instruct the Manager of the Works Depart- 
ment to carry out' the necessary work. 

Mr. Norman Bevan, of the Comptroller's 
Department, is to act as proxy on behalf of 
the Council to prove any debt due to the 
Council on account of, or in relation to 
dangerous or neglected structures, in cases 
of bankruptcy or liquidation. 

Where the Council has incurred any ex- 
penses in respect of any dangerous or 
neglected structure, and has not been paid 
or has not recovered the same, and a Petty 
Sessional Court has (in accordance with 
sec. 116) made an order iixing the amount 
due to the Council, the Comptroller shall 
give notice thereof to the District Surveyor 
tor the district in which the property is 
situated, and the District Surveyor shaU be 
requested to give immediate notice to the 
Council when any building is about to be 
commenced upon the site, with a view to 
the necessary steps being taken to obtain 
payment of the amount due. The register 
of such orders [sec. 116 (3)] shall be kept in 
the Comptroller's Department. 



District Subveyohs. 

No person shall be accepted as a candi- 
date for the appointment of District Sur- 
veyor unless he shall have attained 28 years 
of age and be under 50 years of age, and 
every such candidate shall deliver with his 
application satisfactory evidence of his age. 

Every candidate shall be required to 
sign a declaration and deliver it with his 
application that he becomes a candidate, 
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and will accept the appointment, if he 
should be appointed, on the following 
understanding — 

(a) That he will personally discharge 
the duties of his office subject to section 
142 of the London Building Act, 1894. 

(6) That he will give his whole time to 
the duties of his office. 

(c) That he will not during his continu- 
ance in office (except in the discharge of 
the duties thereof) carry on business as 
an architect, surveyor, or builder, or 
directly or indirectly as a partner or 
otherwise, be interested in such business. 

(d) That he will make no claim for 
compensation in case a diminution of his 
income shall at any time hereafter arise. 

(e) That he will keep his district office 
open from Monday to PYiday (both 
inclusive) between the hours of 9.30 a.m. 
and 6 p.m., and on Saturday from 9.30 
a.m. until 2 p.m., and give his personal 
attendance there daily from 9.30 a.m. to 
11 a.m., and (except Satm'day) from 4 to 
5 p.m., or at such times (not exceeding 
two hours a day) as the Committee may 
from time to time appoint. 

(/) That he will retire if required to do 
so on attaining the age of 65, or at any 
date subsequent to his attaining that 
age. 

The declaration of the appointed candi- 
date shall on his appointment be entered 
on the minutes of the Council. 

The districts are to be re-arranged by the 
Committee as opportunities may occur, so 
that the average of the fees received may 
in no case amount to less than £'500 per 
annum. 

The following fees are to be paid by the 
Council to District Surveyors, in accordance 
with section 155 of the London Building 
Act, 1894— 
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On reporting that the road- £ s. d. 
way of a street sanctioned by 
the Council has been defined 
and made throughout as regards 
levels, direction, width and gra- 
dient to comply with any 
statutes and byelaws for the 
time being in force regulating 
such street and to comply with 
the plans and sections attached 
to the Councirs order sanction- 
ing such street, and that all 
conditions (if any) attached to 
such sanction have been com- 
plied with 2 2 

On reporting that a way has 
been adapted as a street, or 
that a street or way has been 
widened in accordance with a 
sanction given by the Council, 
on an application made under 
section 10, and that all condi- 
tions (if any) annexed to such 
sanction have been complied 
with 110 

On reporting that a building, 
forecourt boundary oi* fence 
has been set back to the dis- 
tance from the centre of the 
street sanctioned by the Council 
under sections 13 or 17, and all 
conditions (if any) annexed to 
such sanction have been com- 
plied with, and all land (if any) 
that should have been, has been 
added to the public way ..050 

On reporting that a building, 
other than a building sanctioned 
by the Council under sections 
13 or 17 and upon which the 
District Surveyor is entitled 
to a fee under these standing 
orders, has been erected to the 
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line of frontage for which the £ s. d. 
consent of the Council >va8 
given under section 22, and all 
conditions (if any) annexed to 
such consent have been com- 
plied with . . . . o 

For attending a Police Court 
to give evidence on behalf of 
the Council in relation to any 
of the above matters ; for each 
attendance . . . . 10 



16th May, 1899. 



Regulations made by the Building 
Act Committee. 

Gjbnebal. 

The Chairman of the Committee is autho- 
rised to refer letters and other documents 
relating to the business of the Committee 
to the various officers, with instructions to 
them to take whatever steps he may think 
advisable in each case, and to report the 
same to the Committee. 

The officers are to note carefully that the 
Act in many places — c.gr., sections 9, 10, 11, 
15, 16, 22, 24, 32, 35, 42, and 44— imposes a 
limit of time within which objections must 
be raised or action taken. 

This is modified by section 174. 

All items affected by such limits are to 
be marked on the agenda with an asterisk. 

Part V. — Open Spaces aboxtt Buildings. 

Applications under section 42 are to be 
reported upon by the Medical Officer as 
well as by the Architect. 
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Part X.— Dangerous and Noxious 
Businesses. 

« 

All communications relating to Danger- 
ous and Noxious Businesses are to be forth- 
with referred to the Chief Officer of the 
Public Control Department and to the 
Medical Officer respectively. 

Part XL — Dwelling-Houses on Low- 
Lying Land. 

All applications are to be forthwith 
referred to the Engineer. 

When a licence is granted by the Council 
under this part of the Act, the Local 
Authority and the District Surveyor are 
each to be informed of the fact, and to be 
supplied with a copy of the plan approved. 
The Local Authority and the person to 
whom the licence ,is granted are to be 
informed at the sanae time that nothing in 
such licence is to be held to interfere in 
any way not therein specified with the 
powers of the Local Authority under the 
Metropolis Management Act, 1855, the 
Public Health (London) Act, 1891, or any 
other Act with regard to house drainage. 

Part XII. — Sky Signs. 

As far as regards signs existing at the 
time of the passing of the London County 
Council (General Powers) Act of 1893, an 
advertising board of height varying in 
different parts is to be regarded as of less 
than three feet in height if' its .average 
height be less than three fe6t'. 



THE 

LONDON BUILDING ACT, 1894. 

67 AND 58 Vict., Ch. CCXIII., Sec. 184. 



THE TRIBUNAL OF APPEAL 



Eegulations as to the procedure, to be 
followed in cases of Appeal, and the 
Fees to be paid. 

Made by the Tribunal and approved by the 
Lord Chancellor in accordance with 

iSec, 184. 



All communications shall be written, Qgng^^iiy 
type-written, or printed on foolscap paper. 

All drawings shall be on tracing linen 
and in duplicate. 

Any further drawings or copies of draw- 
ings shall (if so required by the Tribunal) 
be supplied by the Appellant. 

Appeals shall be addressed to the Tri- ^^^^^ J^^:^ ,^^^ 
bunal of Appeal and shall be lodged and for lodging 
the fee thereon shall be paid at the oifice Apjieais. 
of the Tribunal, No. 13, Great George- 
street, Westminster, S.W., by hand, within 
the period (if any) prescribed by the Act ; 
and where no period is so prescribed, 
within fourteen .days after notice of the 
decision, determination, certificate, require- 
ment, or regulation appealed against has 
been given to or served on the Appellant. 

The Appeal, which shaU specify the ^. 

section and sub-section under which it is J*J^?"}"^\-^^..^9 
made, shall be accompanied by copies of the Ap^af.^* 
original application and of the decision, 
determination, certificate^ requirement, or 
regulation appealed against, with copies in 
duplicate on tracing linen of all plans or 
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4. 
Notices to he 
given by the 
Appellant. 



drawings relating thereto. These documents 
shall be supplemented by a short statement 
of the facts, setting out the grounds of the 
Appeal, together with a list of the names 
and addresses of all parties to whom no- 
tices under the original application and of 
this Appeal have been given. 

The Appellant shall also within the time 
limited for lodging the Appeal give notice 
of such Appeal to the London County 
Council, and in cases where the original 
applicant is not the Appellant, to such 
applicant ; and in case of an Appeal under 
any of the following sections also to the 
pereons mentioned opposite such section. 



Notices to be 
given other 
than to the 
Council and 
original 
Applicant. 



Section. 



0(8) 



13 (3) 



13(4) 



With Reference to 



rhe Superintending 
Architect's deter- 
mination as to the 
level of the ground. 



The Council's deter- 
mination that the 
prescribed distance 
shall be greater 
than '20 feet from 
the centre of the 
roadway. 

The Council's con- 
sent to the erection, 
&c., of any building, 
&c., at a distance 
less than the pre- 
scribed distance 
from the centre of 
the roadway. 



Persons to whom 
Notice to be given. 



The Superin- 
tending Arch- 
itect. 

The District 
Surveyor. 

The Local Au- 
thority. 



The Local Au- 
thority. 

The Owners 
and Occupiers 
of the nearest 
building on 
each side of 
the proposed 
building. 



229 



Section. 



19 



19 



'25 



29 



With Keference to 



The refusal or con- 
dittonal grant of 
Councirs sanction 
under Part II. to 
Streets. 

The refusal by a Dis- 
trict Surveyor ol 
his Certificate to 
plans of a building 
or structure to be 
altered or re-erected 
under Section 18. 

rhe Certificate oJ 
Superintending 
Architect as tc 
general line oi 
buildings. 



Persons to whom 
Notice to be given 



The Local Au- 
thority. 



The District 
Surveyor. 

The Local Au- 
thority. 



The Certificate ol 
the Superintending 
Architect deter- 
mining in what 
street or streets a 
building or struc- 
ture is situate. 



The Superin- 
tending Arch- 
itect. 

The Local Au- 
thority and all 
other persons 
entitled under 
Sec. 24 to no- 
tice of the Su- 
perintending 
Architect's 
Certificate. 

The Superin- 
tending Arch- 
itect. 

The Local Au- 
thority and all 
other persons 
entitled to no- 
tice of the Su- 
per intending 
Architect's 
Certificate. 
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Section. 



43 {i) 

& (m) 



44 



46 



48 (2b) 
&(4) 



■8 



•9 



With Reference to 



The refusal ot a Dis- 
trict Surveyor to 
certify plans. 

The Council's deter- 
mination in cases 
where a person de- 
sires to re-arrange 
a cleared area. 



The Superintending Tb 
Architect's Certifi- 
cate determining 
the front and rear 
of a building. 



The Council's refusal 
to allow a building 
to be erected to a 
greater than the 
prescribed height. 

The District Survey- 
or's requirement 
respecting the con- 
struction of public 
buildings in case of 
disagreement. 

The District Survey- 
or's requirement 
respecting the con- 
version of any 
building into a pub- 
lic building in case 
of disagreement. 



Persons to whom. 
Notice to be given. 



The District 
Surveyor. 



The Local Au- 
thority. 



e Superin- 
tending Arch- 
itect. 



Such Owners or 
Lessees as the 
Council may 
under this sec- 
tion direct. 

The District 
Surveyor. 



The District 
Surveyor. 
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Section. 



With Beforence to 



122 



132 



The Councirs refusal 
to permit, or any of 
the CounciFs regu- 
lations as to, or the 
decision of their 
Engineer, or con- 
ditions imposed on 
the CounciFs grant 
of a licence for the 
erection of dwell- 
ing-houses on low- 
lying land. 

The refusal of a 
District Surveyor 
to grant a Certifi- 
cate as to sky signs. 



Persons to whom 
Notice to be given. 



The Council's 
Engineer. 

The Local Au- 
thority. 



The District 
Sur\'03'or. 



All documents lodged with an Appeal 
shall remain deposited in the Office of the 
Tribunal as records of the case. 

After the lodgment of an Appeal, the 
earliest convenient appointment shall be 
arranged for the hearing of the Appeal and 
shall be communicated to the parties by 
letter. The fees in respect of the view (if 
any), the hearing and order shall be paid 
by the Appellant before the hearing. 

Appeals shall be heard at such place as 
the Tribunal may from time to time deter- 
mine. 

The hearing of Appeals shall be open to 
the public. 

The full Tribunal of three members shall 
sit to hear Appeals. 

The London County Council and the 
parties interested may appear before the 



o. 
All documents 
to remain 
deposited in 
the office of tlie 
Tribunal. 

6. 
Hearing of 
Appeals. 



7. 

Procedure at 
the hearing of 
Appeals. 
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8. 
Decision of the 
Tribunal. 

9. 
Order and 
documents to be 
filed. 

10. 
Office copies. 



11. 
Documents 
open to 
inspection^ 



Fees. 



13. 



Tribunal either in person or by counsel, 
solicitor, or agent, and the procedure at 
the hearing shall, subject to such variations 
as the Tribunal may think fit, be similar 
mutatis mutandis to that adopted on the 
trial of actions before the High Court, 
thus : — 

Preliminary objections, if any, to be 
heard and disposed of. 

Appellant to state his case and call his 
witnesses. 

Respondent to state his case and call 
his witnesses. 

Any other parties interested to be 
heard. 

Appellant to reply. 

The decision of the Tribunal shall be era- 
liodied in an Order in writing under the 
seal of the Tribunal. 

The original Order and all documents 
relating thereto shall be filed and preserved 
in the Oflftce of the Tribunal. 

Oflftce copies, under the seal of the Tribu- 
nal, of Orders and other documents shall 
be upon payment supplied to any party to 
an Appeal and shall oe admissible in evi- 
dence for all purposes of the Act and Regu- 
lations to the same extent as the original 
would be admissible. All copies of Orders 
or other documents appearing to be sealed 
with the said seal shall be deemed to be 
Office copies without further proof. 

The file of documents shall be open to 
inspection by any person at the Oifice of the 
Tribunal between the hours of 11 and 3. 

The fees to be paid to the Tribunal by 
the Appellants and other parties are as 
follows : — 
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*^ Higher 


t Lower 


Scale. 


Scale. 


£• 8. d. 


£ 8. d. 


l> 


10 


2 


10 


5 


2 


2 


10 


2 


10 



Lodging Appeal ... 

T Aw 1* ••• ••• ••• 

Hearing 

Order 

Stating Special Case 
Inspection of an 

Order 10 10 

Inspection of File of 

Proceedings ... 2 6 2 6 

Office copies, 6d. per folio. Plans, &c., 
according to work involved. 

Copies other than Office copies, 4d. per 
folio. Plans, &c., according to work in- 
volved. 

* The Higher Scale shall apply to cases 
relating to lines of frontage, faying out of 
streets, open spaces about buildings, height 
of buildings, conversion of buildings into 
public buildings, and low-lying lands, 

t The Lotver Scale shall apply to all other 
cases. 

The preceding Begulations as to i)ro- 
cediire and fees to be paid were made 
by the Tribunal of Appeal in accord- 
ance with the London Building Act, 
1894, section 184. This twenty-first 
day of February, 1896. 

For and on behalf of the Tribunal, 

ARTHUR CATES, 

Chairman of the Tribunal, 
Approved : 

HERSCHELL. C. 
March \st, 189o. 

All communications to be on foolscap 
paper, and to be addressed to the Clerk of the 
Tribunal, No, 13, Great George-street, West- 
minster, S,W, 

All payments to be made in cash. Cheques 
will not be received. 
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Sccilr of Free as the remiineraUon to he paid 
to District Surveyors under section 156 
of the Act. 

The following fees shall (unless the 
Tribunal shall in any case direct otherwise) 
be paid by the London County Council to a 
District Surveyor for any work done by 
such District Surveyor in relation to the 
preparation of evidence and giving the 
same before the Tribunal of Appeal. 

For each day's at- \ Higher Lower 

•^ Scale. Scale. 



£ 8. d. £ s. d. 
2 2 110 



tendance before the 
Tribunal, to include 
all work in relation 
to the preparation 
of evidence and 
giving the same. 

The Higher Scale shall apply to all cases 
relating to lines of frontage, laying out 
of streets, open spaces about buildings, 
height of buildings, conversion of buildings 
into public buildings, and low-lying lands. 

The Lower Scale shall apply to all other 
cases. 

Signed on behalf of the Tribunal of 
Appeal in accordance with a resolution of 
the Tribunal of the 13th December, 1895. 

Ahthub Cates, 
Chairman of the Tribunal 
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APPENDIX I. 



EXTRACTS FROM THE 

FACTOET AND WORKSHOP ACTS, 
1878 TO 1895. ^ 



FACTORY AND WORKSHOP ACT, 1878. 
41 Vict., Ch. xvi. 

81. If a factory or workshop is not kept ^^ine for not 
in conformity with this Act, the occupier or wiUfsh^?!?" 
thereof shall be liable to a fine not exceed- conformity with 
ing ten pounds. ^^' 

The court of summary jurisdiction, in 
addition to or instead of inflicting such 
fine, may order certain means to be adopted 
by the occupier, within the time named in 
the order, for the purpose of bringing his 
factory or workshop into conformity with 
this Act ; the court may, upon application, 
enlarge the time so named, but if, after the 
expiration of the time as originally named 
or enlarged by subsequent order, the order 
is not complied with, the occupier shall be 
liable to a fine not exceeding one pound 
for every day thai such non-compliance 
continues. 



FACTORY AND WORKSHOP ACT, 1891. 

54 and 55 Vict., Ch. Ixxv. 

7. — (1.) Every factory of which the con- Provision 
struction is commenced after the first day against fire, 
of January one thousand eight hundred 
and ninety-two, and in which more than 
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forty persons are employed, shall be fur- 
nished with a certificate from the sanitary 
authority of the district in which the 
factory is situate that the factory is pro- 
vided on the storeys above the ground floor 
with such means of escape in case of fire 
for the persons employed therein as can 
reasonably be required under the circum- 
stances of each case, and a factory not so 
furnished shall be deemed not to be kept in 
conformity with the principal Act, and it 
shall be the duty of the sanitary authority 
to examine every such factory, and on 
being satisfied that the factory is so pro- 
vided to give such a certificate as aforesaid. 
(2^ With respect to all factories to which 
the foregoing provisions of this section do 
not apply, and in which more than forty 
persons are employed, it shall be the duty 
of the sanitary authority of every district, 
as soon as may be after the passing of this 
Act, and afterwards from time to time, to 
ascertain whether all such factories within 
their district are provided with such means 
of escape as aforesaid, and, in the case of 
any factory which is not so. provided, to 
serve on the person being within the mean- 
38 A 39 Vict. ing of the Public Health Act, 1 875, the owner 
ch. 75. of the factory a notice in writing specifying 

the measures necessary for providing such 
means of escape as aforesaid, and requiring 
him to carry out the same before a specified 
date, and thereupon such owner shall, not- 
withstanding any agreement with the 
occupier, have power to take such steps as 
are necessary for complying with the 
requirements, and, unless such require- 
ments are so complied with, such owner 
shall be liable to a fine not exceeding one 
pound for every day that such non-com- 
pliance continues. In case of a difference 
of opinion between the owner of the factory 
and the sanitary authority, the difference 
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shall, on the application of either party, be 
referred to arbitration, and thereupon the 
provisions of the First Schedule to this Act 
shall have effect, except that the parties 
to the arbitration shall be the sanitary 
authority on the one hand and the owner 
on the other, and the awaixi on the arbitra- 
tion shall be binding on the parties thereto. 
If the owner alleges that the occupier of 
the factory ought to bear or contribute to 
the expenses of complying with the re- 
quirement, he may apply to the county 
court having jurisdiction where the factory 
is situate, and thereupon the county court, 
after hearing the occupier, may make such 
order as appears to the court just and 
equitable under all the circumstances of 
the case. 

(3.) All expenses incurred by a sanitary 
authority in the execution of this section 
shall be defrayed — 
(a) in the case of an authority of an 
urban district, as part of their expenses 
of the general execution of the Public 
Health Act, 1875 ; and 
(h) in the case of an authority of a rural 
district, as special expenses incurred 
in the execution of the Public Health 
Act, 1875 ; and such expenses shall be 
charged to the contributory place in 
which the factory is situate. 
(4.) In the application of this section to 
the administrative county of London, the 
London County Council shall take the place 
of the sanitary authority, and their expenses 
in the execution oV this section shall be 
defrayed as part of their expenses in the 
management of the Metropolitan Building ^g ^ i9^iet 
Act, 1855, and the Acts amending the ch. 12a. 
same. 
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FACTORY AND WORKSHOP ACT, 1891 

(Continued). 

FIRST SCHEDULE. 



Section 7- 

1. The parties to the arbitration are in 
this schedule deemed to be the occupiers of 
the factory or workshop on the one hand 
and the chief inspector, on behalf of the 
Secretary of State, on the other. 

2. Each of the parties to the arbitration 
may, within fourteen days after the date of 
the reference, appoint an arbitrator. 

3. No person shall act as arbitrator or 
umpire under this Act who is employed in, 
or in the management of, or is interested 
in, the factory or w^orkshop to which the 
arbitration relates. 

4. The appointment of an arbitrator 
under this section shall be in writing, and 
notice of the appointment shall Jje forth- 
with sent to the other party to the arbitra- 
tion, and shall not be revoked without the 
consent of that party. 

5. The death or removal of, or other 
change in, any of the parties to the arbi- 
tration shall not affect the proceedings 
under this schedule. 

6. If within the said fourteen days either 
of the parties fails to appoint an arbitrator, 
the arbitrator appointed by the other party 
may proceed to hear and determine the 
matter in differenccj and in that case the 
award of the single arbitrator shall be 
final. . . ' 

7. If before an award has been made any 
arbitrator appointed by either party dies or 
becomes incapable to act, or for seven days 
refuses or neglects to act, the party by 
whom that arbitrator was appointed may 
appoint some other person to act in his 
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place ; and if he fails to do so within seven 
days after notice in writing from the other 
party for that purpose, the remaining 
arbitrator may proceed to hear and deter- 
mine the matter in difference, and in that 
case the award of the single arbitrator 
shall be final. 

8. In either of the foregoing cases where 
an arbitrator is empowered to act singly, 
on one of the parties failing to appoint, 
the party so failing may, before the single 
arbitrator has actually proceeded in the 
arbitration, appoint an arbitrator, who shall 
then act as if no failure had occurred. 

9. If the arbitrators fail to make their 
award within twenty-one days after the 
day on which the last of them was appoint- 
ed, or within such extended time (if any) 
as may have been appointed for that pur- 
pose by both arbitrators under their hands, 
the matter in difference shall be deter- 
mined by the umpire appointed as herein- 
after mentioned. 

10. The arbitrators, before they enter on 
the matter referred to them, shall appoint 
by writing under their hands an umpire to 
decide on points on which they may differ. 

11. If the umpire dies or becomes incap- 
able of acting before he has made his 
award, or refuses to make his award within 
a reasonable time a,fter the matter has 
been brought within his cognizance, the 
persons or person who appointed such 
umpire shall forthwith appoint another 
umpire in his place. 

. 12, If the arbitrators. refuse or fail, or 
for seven days after the request of either 
party neglect, to appoint an umpire, then 
on the application of either party an 
umpire may be appointed by the chairman 
of the quarter sessions within the jiirisdic- 
tion of which the factory or workshop is 
situate. 
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13. The decision of every umpire on the 
matters referred to him shall be final. 

14. If a single arbitrator fails to make 
his award within twenty-one davs after the 
day on which he was appointed, the party 
who appointed him may appoint another 
arbitrator to act in his place. 

lo. Arrangements shall, whenever prac- 
ticable, be made for the matters in difference 
being heard at the same time before the 
arbitrators and the umpire. 

16. The arbitrators and the umpire, or 
any of them, may examine the parties and 
their witnesses on oath, and may also con- 
sult any counsel, engineer, or scientific 
person whom they may thiuK it expedient 
to consult. 

17. The payment, if any, to be made to 
any arbitrator or umpire for his services 
shall be fixed by the Secretaiy of State and 
together with the costs of the arbitration 
and award shall be paid by the parties, or 
one of them, according as the award may 
direct. Such costs may be taxed by a 
master of the Supreme Court, or, in Scot- 
land, by the auditor of the Court of Session, 
and the taxing officer shall, on the written 
application of either of the parties, ascer- 
tain and certify the proper amount thereof. 
The amount, if any, payable by the 
Secretary of State shall be paid as part of 
the expenses of inspectors under the 
principal Act. The amount, if any, payable 
by the occupier of the factory or workshop 
may in the event of nonpayment be reco- 
vered in the same manner as fines under 
the principal Act. 



241 



FACTORY AND WORKSHOP ACT, 1896. 

68 and 69 Vict., Ch. xxxvii. 

10. — (1.) A court of summary jurisdiction provisions for 
may, on complaint by an inspector, and on escape from 
being satisfied that the provision of a move- ^'*** 
able fire escape or moveable fire escapes is 
required for the safety of any of the persons 
employed in a factory or workshop, by 
order require the occupier of the factory 
or workshop to provide and maintain a 
moveable fire escape or moveable fire 
escapes sufficient for that purpose. 

(2.) "While any person employed in a 
factory or workshop is within the factory 
or workshop for the purpose of employ- 
ment or meals, the doors of the factory or 
workshop, and of any room therein in which 
any such person is, shall not be locked or 
bolted or fastened in such a manner that 
they cannot be easily and immediately 
opened from the inside. 

(3.) In every factory or workshop the 
construction of which is commenced after 
the commencement of this Act, the doors 
of each room in which more persons than 
ten are employed, shall, except in the case 
of sliding doors, be constructed so as to 
open outwards. 

(4.) Sub-section one of section seven of 
the Act of 1891 shall apply to all workshops 
the construction of which is commenced 
after the commencement of this Act, and 
in which more than forty persons are 
employed, in like manner as it applies to 
factories, and subnsection two of that sec- 
tion shall apply to all workshops to which 
the foregoing provision of this sub-section 
does not apply, in like manner as it applies 
to factories. 
(6.) For the purpose of enforcing the 

Q 
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provisions of section seven of the Act of 
1891 -with respect to fire escapes, an inspec- 
tor may give the like notice and take the 
like proceedings as under section four of 
the principal Act and section two of the 
Act of 1891, and the provisions of those 
sections shall apply accordingly. 

(6.) If there is any contravention of an 
order under this section the occupier of 
the factory or workshop shall be liable to a 
fine not exceeding forty shillings a day 
during such contravention, and a factory 
or workshop in which there is a contraven- 
tion of the requirements of this section 
shall be deemed not to be kept in con- 
formity with the principal Act. 



22. — (1.) (iv.) So far as regards sanitary 
provisions, safety, accidents, the aflSxing 
of notices and abstracts and the matters 
to be specified in such notices (so far as 
they apply to laundries), notice of occu- 
pation of a factory or workshop, powers 
of inspectors, fines, and legal proceedings 
for any failure to comply with the pro- 
visions of this section, and education of 
children, the Factory Acts shall have 
effect as if every laundry, in which steam, 
water, or other mechanical power is used 
in aid of the laundry process were a 
factory, and every other laundry were a 
workshop; and as if every occupier of a 
laundry were the occupier of a factory or 
of a workshop. 
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FACTOET AND WORKSHOP ACTS, 
1878 TO 1895. 



PROVISION OF MEANS OF ESCAPE ' 
IN CASE OF FIRE. 

By the provisions of section 7 of the Fac- 
tory and Workshop Act, 1891, and section 
10, sub-section 4, and section 22, sub-sec- 
tion 1 (iv.) of the Factory and Workshop 
Act, 1896, the duty is imposed upon the 
London County Council of seeing that each 
London factory, workshop, or laundry in 
which more than forty persons are em- 
ployed, is provided on the storeys above the 
ground floor with such means of escax>e in 
case of fire for the persons employed there- 
in, as can reasonably be required under the 
circumstances of each case. 

The Council, on the 13th of June, 1899, 
approved the following statement with 
reference to the requirements in respect 
of the means of escape in case of fire to be 
provided in accordance with the provisions 
of the Acts above specified, with a view to 
assisting factory owners and others in 
making application for the Council's certi- 
ficate, or in submitting proposals to comply 
with the Council's requirements, in respect 
thereof. 

I. 

Apphcations for the Council's certificate Ajppiications, 
in respect of the means of escape from new ES-tfc^s 
buildings, and apphcations with proposals 
to meet the Council's requirements in 
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respect of the means of escape from old 
buildings should state — 

{a) The number of persons to be em- 
ployed on the premises, specifying the 
number of males and females employed 
on each floor. 

(6) The trade to be carried on on each 
floor, with particulars of machinery, 
power, &c. 

(c) In the case of factories, whether 
the premises were erected before Janu- 
ary, 1892, and in the case of workshops, 
laundries, &c., whether erected before 
January, 1896. 

(d) The name and address of the owner. 
Applications should be accompanied by 

complete plans and sections drawn on the 
unglazed side of tracing linen to ^in. 
or J-in. scale (J-in. scale preferred), and a 
block plan to a small scale sliowing the 
premises and the surrounding buildings 
and thoroughfares, such block plan to hare 
the north point indicated. 

II. 
Requirements The following Statement of the require- 
Mri?»^^*°' °^ ments of the Council with respect to means 
of escape in case of fire is framed with a 
view to assisting owners in submitting pro- 
posals to comply with the OounciFs struc- 
tural requirements under section 7 of the 
Act of 1891. Such statement must not, how- 
ever, be taken as binding upon the Council, 
but only as a general guide or indication, 
since each case is, after full consideration of 
the varying circumstances, dealt with upon 
its merits; and nothing herein contained 
must be taken as in any way interfering with 
or derogating from, the powers of the Home 
Office, the Council, the District Surveyors, or 
of any other authority whatsoever under the 
Factory Acts, the London Building Acts, or 
any other Act or under any byelaws or regu- 



escape. 
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lationa relating to the construction of huild- 
ings or othertuise, or as constituting any 
consent f sanction, allowance or permission 
under any such Act, byelaw or regulation, 
but all such Acts, byelaws and regulations 
must be fully observed and complied with 
notwithstanding anything herein contained. 
The number of staircases required de- 
pends, inter alia, upon the following cir- 
cumstances — 

(a) The area of the building ; (b) the Number of 
number of persons employed or which sta^r****** 
could be employed; (c) the disposal of 
the workpeople ; and (d) the alternative 
means of escape which may be available. 
It may, however, be laid down as a Alternative 
general principle (subject to the exceptions mean8o^«8cap*». 
hereafter mentioned) that, where more 
than forty persons are employed above the 
ground floor, distinct and separate alterna- 
tive means of escape, exclusive of windows, 
loop-hole doors, &c., are required from each 
of the upper floors, either by means of — 
(a) A second staircase in the same 
block ; (6) a proper staircase in another 
block, to which access is available on all 
the upper floors by proper openings in 
the party or division walls, or by external 
communication ; or (c) open iron bridges 
where the blocks are not adjoining each 
other. 

The means of escape from each of the Bscape by roof, 
upper floor levels should be placed as far 
apart as possible ; and in all cases where 
practicable, some means of escape from the 
roof of the building to the roof of adjoining 
premises should be provided. 

In small and inextensive premises and cases in which 
in some cases where it is possible to pro- <>»« staircase 
vide a staircase in a central position, one S'^ctent. 
properly inclosed staircase, constructed of 
incombustible materials, may be accepted ; 
but in all cases where only one staircase is 
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Position. 



Lighting and 
ventilation. 

Inclosing of 
8taircai»etf. 



Materials to be 
used. 

Steps, nights, 
and landings. 



Treads. 



provided, some means of escape from the 
roof to the roof of adjoining premises, must 
be provided. 

III. — Staiecasbs. 

The following are the general require- 
ments of the Council with regard to the 
construction of internal staircases, &c. 
(a) Staircases should be placed next 
to an outer wall, and must be so arranged 
as to deliver by means of a doorway, not 
less than 4 feet 6 inches wide in the clear 
when the doors are open, direct into the 
outer air at the ground level into a public 
way or thorougMare or some large open 
space. Staircases must be so arranged 
that persons enter the staircases from 
any floor level in the same direction as 
persons descending the staircases. 

(&) They must be properly lighted and 
ventilated by windows. 

(c) Staircases, including landings and 
passages from one flight to another, must 
be inclosed with newel and inclosing 
walls, not less than 9 inches thick, carried 
up above the roof and ceiled with iron 
and concrete. • 

(d) Theymustbe constructed of incom- 
bustible materials. 

(e) The steps thereof must be solid 
square or spandril, arranged in straight 
flights, without winders ; each flight must 
consist of not more than twelve steps, 
and the steps must be supported at both 
ends on brickwork, and the staircases 
must have landings at the top and 
bottom of each flight and between the 
flights. Such steps and landings are to 
be of the same width as the staircase 
(see (t) below) and not less than 6 inches 
thick. 

(/) The treads must not be less than 
10 inches wide clear of nosings. 
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{g) Kisers must not be more than 7i »*■«»• 
Les high. 

(h) Staircases must be provided "with Handrails, 
handrails fixed upon both sides thereof 
and continued round the landings and 
chased into the ends of the newel walls. 

(i) The width of the staircases is to be width of 

regulated as follows — staircase*. 

(a) Where the premises are adapted 
for the employment of less than 200 
persons on the floors above the ground 
floor, the staircases must be not less 
than 3 feet 6 inches wide. 

(6) Where adapted for more than 
200 persons on the floors above the 
ground floor or where more than 100 
persons are employed on any one floor 
above the ground floor, the staircases 
must not be less than 4 feet 6 inches 
wide. 

(j) Staircases must in all cases be con- Doorways to 
nected with all floors and the roof by ■*»*«»»«•• 
means of doorways of the same width 
in the clear when the doors are open, as 
the stairs. 

{k) Spandril steps where used must be Spandrii steps, 
of the following IMckness — 

(a) For 3 feet 6 inches staircases, 
not less than 3 inches thick in the 
smallest part. 

(6) For 4 feet 6 inches staircases, 
not less than 4^ inches thick in the 
smallest part. 

(l) All doorways to staircases must be Doors to 
fitted with doors of fire-resisting materials »t»»'«»e»- 
(solid teak or oak 2 inches thick or other 
approved material) in two folds, hung so 
as to ox)en in the direction of exit or to 
swing both ways clear of stairs, landings, 
passageways, and footways ; such doors 
to be fitted with springs, weights, or 
other approved appUances to close them 
after use, and to be fastened by means 
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of automatic bolts only, if fastenings be 
required, so that doors open by pressure 
from the inside. 



Construction of 
frtaircases in 
o rta'n "old 
buiUings." 



IV. 

In the case of old buildings * (in respect 
of which the Council is not required to 
issue a certificate) where there is a distinct 
and separate alternative means of escape 
provided, to the satisfaction of the Council, 
from each of the upper floors, the inclosed 
staircase may be constructed of teak or oak, 
not less than 2 inches thick, including the 
treads, strings, carriages, bearers, landings, 
joists and floors, the risers to be liot less 
than 1 inch thick, but no fir or pine must 
be used ; and the inclosure to the staircase 
may be a solid partition of incombustible 
material at least 3 inches thick ; but such 
staircase must, in all other respects, be 
formed and arranged as required for a 
staircase for a new building as regards 
width, going, treads, risers, doors, hanc&ails, 
&c. (see No, III.). 



External iron 
btaircastfs. 



V. 

In cases in which external iron stair- 
cases are accepted by the Council as means 
of escape, they must be constructed with 
dead bearings and without cantilever 
work. 

They must comply with the requirements 
(above specified) for inclosed staircases as 
regards width, going, width of treads, 
height of risers, doors, handrails, &c. 

ftey must deliver into the outer air at 

* By the term "old buildinffs*' are meant those of 
which Uie construction was begun before the com- 
menoement of the Acts, viz.— 

For Victories, 1st January, 1892. 

For workshops, laundries, Ac, lit January, 1896 
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the ground level into a public way. or 
thoroughfare, or some large open space. 

Where an iron staircase is in general use 
the treads must be of approved non-slippery 
material (as distinguished from perforated 
iron or chequered iron plates). 

All windows and similar openings by, or 
near, which such staircases pass must be 
protected with kiln wire, or glazed with a 
combination of glass and wire or other ap- 
proved fireproof glazing. 

VI. — Escape by roof. 

Proper guard rails must be provided to Guard raiu on 
the routes of escape on roofs, &c., where "*°*'* 
necessary, to the satisfaction of the 
Council. 

VII. — Gangways. 

Clear gangways, at least 3 feet 6 inches GaDgways. 
wide, must be kept up to, and between, all 
staircases, bridges, and exits on all floors. 

VIII. — Exit doors. 

All doors usable as means of exit must Doors usable as 
be made so as to open in the direction of means of exir. 
exit, or to swing both ways clear of stairs, 
landings, passageways, &c. 

• All such doorways, and all passageways, width of such 
must, where of a less width than 3 feet doorways, &o. 
6 inches, be increased to that width. 

All such doors must be fitted with auto- noor 
matic bolts only, if fastenings be required, battenings. 

IX. — Lifts. 

Lifts should be inclosed all up with brick- inclosing of 
work 9 inches thick, or with incombustible ^^^^ 
material of approved quality and thickness, 
and fitted with iron or other fire-resisting 
doors, unless, with the approval of the 
Council, such lifts be inclosed with fire-re- 
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easttng materials to a height of 4 feet above 
each floor level, and above this with stout 
'wire-mesh guard. 

Lifts must be kept at some distance from 
staircases, and must in no case be connected 
directly therewith by means of openings or 
otherwise. 

X. — ^Windows. 
Windows to j^ii windows on the floors above the 

ground floor, facing the public-way, street, 
thoroughfare, or open space, must be made 
to open easily at sill level to a sufficient 
height and width to allow a full-grown per- 
son to pass through in case of need. 

0. J. Stewart, 
Clerk of the Council, 

County Hall, 
Spring Gardens, S.W., 

lUh June, 1899. 



open. 



261 



APPENDIX II. 



EXTRACTS FROM THE 

METROPOLIS MANAGEMENT AND 

BUILDING ACTS AMENDMENT 

ACT, 1878. 

41 AND 42 Vict., Oh. XXXII. 



11. Whenever it appears to the Board f °^^'tiui^<SLw 
that any house or other place of public ^ raquire 
resort within the Metropolis which was at proprietor* of 
the time of the passing of this Act authorised ^rtaiTi^Sc- 
to be kept open for the public performance hails in use at 
of stage plays, and which is kept open for ^^^"*® ?1 JJ® 
such purpose, under the authorify of letters X^to^medy 
patent fiom Her Majesty, her heirs and structural 
successors or predecessors, or of a license <i«'«<^- 
granted by the Lord Ohamberlain of Her 
Majesty's Household for the time being, or 
by justices of the peace, or that any house, 
room, or other place of public resort within 
the Metropolis, containing a superficial area 
for the accommodation of the public of not 
less than five hundred square feet, which 
was at the time of the passing of this Act 
authorised to be kept open, and which is 
kept open, for dancing, music, or other 
public entertainment of the like kind, under 
the authority of a license granted by any 
court of quarter sessions, is so defectiye in 
its structure that special danger from fire 
may result to the public frequenting the 
same, then and in every such case the Board 
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may, with the consent of the Lord Chamber- 
lain in the case of theatres under his juris- 
diction, and of Her Majesty's Principal 
Secretary of State in all other cases, if in 
the opinion of the Board such structural 
defects can be remedied at a moderate 
expenditure, by notice in writing require 
the owner of such house, room, or other 
place kept open for any of the purposes 
aforesaid, under such authority as aforesaid, 
to make such alterations therein or thereto 
as may be necessary to remedy such defects, 
within a reasonable time to be specified in 
such notice ; and in case such owner fails 
to comply with the requirements of such 
notice ^within such reasonable time as afore- 
said, he shall be liable to a penalty not 
exceeding fifty pounds for such default, and 
to a further penalty of five pounds for every 
day after the first day after the expiration 
of such reasonable time as aforesaid during 
which such default continues: Provided 
always, that any such owner may, within 
fourteen days after the receipt of any such 
notice as aforesaid, serve notice of appeal 
against the same upon the Board, and here- 
upon such appeal shall be referred to an 
arbitrator to be appointed by Her Majesty's 
First Commissioner of Works at the request 
of either party, who shall hear and deter- 
mine the same, and may, on such evidence 
as he may think satisfactory, either confirm 
the notice served by the Board, or may 
confirm the same with such modifications as 
he may think proper, or refuse to confirm 
the same, and the decision of such arbitrator 
with respect to the requirements contained 
in any such notice, and the reasonableness 
of the same, and the persons by whom and 
the proportions in which the costs of such 
arbitration are to be paid, shall be final and 
conclusive and binding upon all parties. 
In case of an appeal against any such 
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notice, compliance with the requirements 
of the same may be postjwned until after 
the day upon which such appeal shall be so 
decided as aforesaid, and the same, if con- 
firmed in whole or in part, shall only take 
effect as and from such day. 

12. The Board may from time to time Power to Board 
make, alter, vary, and amend such regula- tfoSswith^*^*^ 
tions as they may think expedient with respect to new 
respect to the requirements for the proteo- theatres and 
tion from fire of houses or other places of music-haiis for 
public resort within the Metropolis to be protection from 
kept open for the public performance of ^^' 
stage plays, and of houses, rooms, or other 
places of public resort within the Metro- 
polis containing a superficial area for the 
accommodation of the public of not less 
than five hundred square feet, to be kept 
open for public dancing, music, or other 
public entertainment of the like kind, 
under the authority of letters patent from 
Her Majesty, her heirs or successors, or of 
licenses by the Lord Chamberlain of Her 
Majesty's Household, or by any justices of 
the peace, or by any court of quarter 
sessions, which may be granted for the 
first time after the passing of this Act; 
and may by such regulations prescribe the 
requirements as to position and structure 
of such houses, rooms, or places of public 
resort which may, in the opinion of the 
Board, be necessary for the protection of 
all persons who may frequent the same 
against dangers from fires which may arise 
therein or in the neighbourhood thereof; 
provided that the Board may from time to 
time in any special case dispense with or 
modify such regulations, or may annex 
thereto conditions if they think it neces- 
sary or expedient so to do. 

The Board shall, after the making, alter- 
ing, varying, or amending of any such 
regulations, cause the same to be printed. 
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with the date thereof, and a printed copy 
thereof shall, be kept at the office of the 
Board, and all persons may at all reason- 
able times inspect such copy without pay- 
ment, and the Board shall cause to be 
delivered a printed copy, authenticated by 
their seal, of all regulations for the time 
being in force to every person applying for 
the same, on payment by such person of 
any sum not exceeding five shillinigs for 
every such copy. 

A printed copy of such regulations, dated 
and authenticated by the seal of the Board, 
shall be conclusive evidence of the exist- 
ence and of the due making of the same 
in all proceedings under the same, without 
adducing proof of such seal or of the fact 
of such making. 

From and after the making of any such 
regulations it shall not be lawful for any 
person to have or keep open any such 
house, room, or other place of public resort 
for any of the purposes aforesaid, unless 
and until the Board grant to such person a. 
certificate in writing under their seal, to 
the effect that such house, room, or other 
place was on its completion in accordance 
with the regulations made by the Board in 
pursuance of the provisions of this Act for 
the time being in force, and in so far as the 
same are applicable to such house or other 
place, and to the conditions (if any) annexed 
thereto by the Board. 

In case any such house, room, or place of 
pubUc resort is opened or kept open by any 
person for any of the purposes aforesaid, 
contrary to the provisions of this enact- 
ment, such person shall be liable to a 
penalty not exceeding fifty pounds for 
every day on which siidi house or place of 
pubhc resort is so kept open as aforesaid. 
Provitionai 13. A person interestea in any premises 

prem1«»*'°*^ about to be constructed, or in course of 
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construction, which are designed to be 
licensed and used within the IJk&tropolis for 
the public performance of stage plays, or 
for public dancing, music, or other public 
entertainment of the like kind, may apply 
to the licensing authority for the grant of 
a provisional license in respect of such 
premises. The grant of such proyisional 
license shall, in respect of the discretion of 
the licensing authority and procedure, be 
subject to the same conditions as those 
applicable to the grant of a like license 
which is not provisional. A provisional 
license so granted shall not be oi any force 
until it has been confirmed by the licensing 
authority ; but the licensing authority shall 
tjonfirm the same on the production by the 
applicant of a certificate by the Board that 
the construction of the premises has been 
completed in accordance with the regula- 
tions and conditions made by the Board as 
herein-before provided, and on being satis- 
fied that no objection can be made to the 
character of the holder of such provisional 
license. 
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THE 

METROPOLIS MANAGEMENT AND 

BUILDING ACTS AMENDMENT 

ACT, 1878. 



THE PROTECTION OF THEATRES, &c. 

FROM FIRE. 



Segnlations made by the Council on the 
30th day of Jnly, 1901, with respect 
to tike requirements for the protection 
from fire of theatres, bouses, rooms, 
and other places of public resort, 
within the Administrative County of 
London. 



Limito of These regulations shall, unless otherwise 

ReguUtions. specified, apply to all theatres, houses, 
rooms, or other places of public resort 
within the A^dministrative County of 
London, to be hereafter constructed and 
to be kept open for the public performance 
of stage-plays, and to all houses, rooms, or 
other places of public resort within the 
said County, to be hereafter constructed 
and to be kept open for public dancing, 
music, or other public entertainment of 
the like kind, under the authority of letters 

gatent from His Majesty the King, his 
eirs or successors, or of Licences by the 
Lord Chamberlain of His Majesty's House- 
hold, or by the London County Council. 
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In these regulations the expression Interpretation 
" such premises^' means a theatre, house, p[Ji^iJ^g... 
room, or other place of public resort to be 
kept open for any of the purposes afore- 
said. 

1. 

Every person who shall be desirous Application 
of obtaining authority to open any such ^^^ certificate, 
premises within the said County shall first 
make public his intention to erect such 
premises by exhibiting a notice-board on 
the proposed site in such a position that it 
can be plainly seen from the public way, 
or by advertisement in three newspapers 
circulating generally throughout the county 
or throughout the locality in which it is 
proposed to erect such premises, and shall 
then make an application in writing to the 
Clerk of the Council for a certificate under 
the Metropolis Management and Building 
Acts Amendment Act, 1878. For the pur- 
poses of the advertisement, differently 
dated issues of one paper shall count as 
different papers. The notice-board shall 
be maintained until the application has 
been dealt with by the Council. No appli- 
cation will be considered before the expira- 
tion of one fortnight after the receipt by 
the clerk of the Council of a copy of the 
notice exhibited on the site or of each of 
the newspapers containing the advertise- 
ment. 

The application shall contain a state- statement, 
ment as to the nature and extent of the 
interest of such person in such premises, 
and the character of the entertainment for 
which such premises are proposed to be 
used. The application shall be accompanied 
by complete plans, elevations and sections 
in duplicate, drawn on the dull side of 
tracing linen, to a scale of Jth of an inch to 
a foot ; and by a block plan on a separate 
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Drawings. sheet showing the position of such premises 
in relation to any adjacent premises, and 
to the public thoroughfares upon which 
the site of such premises abuts, drawn to 
a scale of not less than g^th of an inch to 
a foot. 

A plan and section of the drains proposed 
to be laid from such premises shall be sub- 
mitted at the same time, and such plan shall 
indicate the sewer or sewers to which the 
drains are to be connected, and the section 
shall show the surface level of the street, 
the level of the lowest portion of the 
premises which is to be drained, and the 
level of the sewer or sewers. All levels shall 
be given in relation to ordnance datum. 

All drawings shall be coloured to dis- 
tinguish the materials employed in the 
construction of the building. 

The width of all staircases, and the 
number of stairs in each, the width of 
corridors, gangways, and doorways, together 
with the heights of the tiers, and other parts 
of such premises shall be indicated on such 
drawings. 

The thickness of the walls, and scantUngs 
of the various materials shall be clearly 
shown on such drawings by figured dimen- 
sions. 

The cardinal points shall be marked upon 
each plan, 
o ,^s««.f« « The plans shall show the respective 
numbers of persons to be accommodated m 
the various parts of such premises, and the 
area to be assigned to each person, and 
shall be accompanied by a specification of 
the works to be executed, describing such 
of the materials to be employed and the 
mode of construction to be adopted, as may 
be necessary to enable the Council to judge 
whether the requirements of these regula- 
tions will, when such premises have been 
completed, be complied with. 
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In the case of schools and halls used for 
parochial or mission purposes, and having 
a superficial area for the accomodation of 
the public of not more than 1,000 square 
feet, elaborate drawings will not be re- 
quired, but sufficient detail shall be given 
to indicate the part of the premises to be 
used for public entertainments and the 
surroundings. 

One copy of such drawings and specifi- 
cation will be returned to the applicant, 
if it is so desired, but the other copy shall 
remain the property of the Council. 

2. 

One-half at least of the total length of Site 
the boundaries of the site of any such 
premises which consist of an entire build- 
ing, and in case of a room or other such 
premises not consisting of an entire build- 
ing, one-half at least of the total length of 
the boundaries of the site of the building 
of which such room or other such premises 
form part, shall abut upon or front to public 
thoroughfares, of which one thoroughfare 
at least shall not be less than 40 feet 
wide, and of the remainder none shall be 
less than 30 feet wide if a carriageway, 
or 20 feet wide if a footway. These 
widths shall continue for the whole length 
of the roads between the nearest thorough- 
fare in each direction connecting there- 
with. The frontage of the site to a 
thoroughfare not less than 40 feet wide 
shall not be less than one-sixth of the total 
length of the boundaries of the site. 

If, in order to comply with No. 10 of 
these regulations, an additional passage or 
way should be necessary, it may be pro- 
vided by means of a private passage or way. 

Such passage or way shall not be less than 
10 feet wide and shall be under the com- 
plete control of the owner of such premises, 
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and, if less than 20 feet wide, no doors^ 
or other openings of the adjoining premises 
shall communicate there vrith or overlook 
any portion of such passage or way. 



8. 

unAeror^ww^'* ^^ ®^^^ premises, in which a stage will 

any other bo erected and in which scenery will be 

building. used, shall be constructed underneath, or 

on the top of, any part of any other 

building, nor shall sudi premises contain 

living rooms. 

4. 
Waiit (openings No Openings shall be allowed in the walls 
*v*?^oSbS^' or roof of such premises within 20 feet of 
o et oojong;. ^^^ adjoining property unless a brick wall 

of the thickness prescribed by the fiuUding 
Act be erected between such premises and 
t^e adjoining property to such a height 
that no part of any opening either in such 
premises or in any building which may be 
erected on such adjoining property shall 
be higher than the part of tne wall imme- 
diately opposite to it. A similar wall shall 
be erected between any openings in such 
premises and any inflammable structure, 
erection, or material on any adjoining 
property. 

5. 

Walls, All such premises shall be enclosed with 

(external), Ac. proper external or party walls of brick or 
stone. 

The thickness of all external party or 
cross walls shall not be less than the thick- 
ness prescribed by the London Building 
Act, 1894 (clause 12 of Part II. of the Ist 
Schedule to such Act excepted), for walls 
of similar height and length in buildings 
of the warehouse class, or such greater 
thickness as shall be required by the 
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District Surveyor or the Tribunal of Appeal 
under section 78 of the London Building 
Act, 1894. 

Where such premises are part of another 
buildihg they shall be cut off from such 
other building by party walls and party 
structures of fire-resisting materials in a 
manner to be approved by the Council, and 
no part of such premises shall overlook any 
portion of the adjoining part which may be 
Uable to communicate fire to such premises. 

6. 

In all such premises the floors, tiers and ^^jSof **"* 
roof of the auditorium, and all parts used 
by the public, shall be constructed of fire- 
resisting materials to the satisfaction of 
the Council, and the flooring, if of wood 
and not laid on solid foundations, shall be 
laid with iron tongues. 

7. 

No such premises shall have more than Tien (number 
three tiers or horizontal divisions including '' 
the gallery, above the level of the pit. 

TVliere the front seats of any tier are 
separated from the other seats by a parti- 
tion, such seats shall not count for the pur- 
pose of this regulation as a separate tier. 

8. 

Where the first tier or balcony of such ^^p. . ^^. 
premises extends over the pit, stalls, or ^^^ ^ 
area, the height between the floor of the 
pit and the first tier shall not be at any 
part less than 10 feet, the height between 
the floor of the highest part of the gallery 
and the lowest part of the ceiling over the 
same shall not be less than 12 feet. The 
height between the tiers shall in no case be 
less than 8 feet. 
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Pit (floor of). 



Fit, &c. 

(drainage. 



9. 

In all such premises the floor of the 
highest part of the pit, or of the stalls 
where there is no pit, shall not be more 
than 6 inches aboTO tho level of the street 
at the principal entrance to the pit, and 
the lowest part of the floor of the pit or 
stalls shall not be lower than the level at 
which it can be effectually drained by 
gravitation into a public sewer, nor more 
than 15 feet below the level of the street 
at the principal entrance to the pit. 

In any case the lowest floor shall not be 
placed at such a level as will render it 
liable to flooding, and such premises shall 
be efficiently and properly drained to the 
satisfaction of the Council. 



Bntrances and 
exits. 



10. 

In all such premises two separate exits 
shall be provided from every tier or floor 
which accommodates not more than 600 
persons, and where a tier or floor accom- 
modates more than 500 persons, an addi- 
tional exit shall be provided for every 250 
or part of 250 persons above 500. Each of 
such exits shall be not less than 5 ft. wide 
between the walls at any point or between 
the leaves of the doors when open. Two 
of the exits from each tier or floor shall 
deliver into different thoroughfares or ways. 

In the case of a tier or floor not accom- 
modating more than 300 persons two 4 ft. 
exits will be required. 

If any tier or floor shall be divided into 
two or more parts, exits as set out above 
shall be provided from each of such parts. 

In calculating the number of persons 
which can be accommodated in any tier or 
part of a tier of such premises, the standing 
space from which a view of the perform- 
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ance can be obtained as well as the seated 
area will be considered. 

Exits shall be arranged so as to afford 
a ready means of egress from all parts of 
each tier or floor, and shall lead directly 
into a thoroughfare or way. 

It shall be compulsory on the manage- 
ment of such premises to allow the public 
to leave bv all exit doors. 

11. 

Every lobby, corridor or passage in such S^^g^'^c 
premises intended for the use of the audi- 
ence, shall be formed of fire - resisting 
materials, and shall be at the narrowest 
point when finished of the widths specified 
in No. 10 of the regulations for exits. 

Where possible, inclines shall be used 
instead of steps, but no corridor, passage 
or gangway, shall be inclined to a steeper 
gradient than 1 in 10. 

There shall be no recesses or projections 
in the walls of such corridors or passages 
within 6 ft. of the floor. 

12. 

"Where vestibules are provided in such Vestibules, 
premises not more than three tiers or floors 
or (where such tiers or floors are divided 
into two or more parts) not more than 
three of such parts of tiers or floors shall 
communicate with one vestibule. 

The aggregate width of all the doorways 
or passages that lead from a vestibule 
towards a thoroughfare or way, shall be at 
least one-third greater than the aggregate 
width of all the exits required by the regu- 
lations that lead to such vestibule. 

13. 

The corridors in such premises shall not Cloakrooms 
be used as cloak rooms, and no pegs for 
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hanging hats and cloaks shall be allowed 
therein. 

Where cloak rooms are provided, they 
shall be so situated that the persons using 
them shall not interfere with the free use 
of any exit way. 

14. 

staircases. AH staircases in such premises intended 

for the use of the audience from any tier 
or part of a tier accommodating not more 
than oOO persons shall be at least 4 feet 
wide at their narrowest points, and those 
intended for the use of the audience from 
any tier or part of a tier accommodating 
more than 800 persons shall be at least 
6 feet wide at their narrowest parts. 

All such staircases shall have solid square 
(as distinguished from spandril) steps and 
landings of York or other approved stone, 
or of such other fire-resisting material and 
construction as the Council may in any 
special case approve, with treads not less 
than 11 inches wide and with risers not 
more than 6 Inches high (each lapping at 
least one inch over the back edge of the 
step below it), without winders, in flights 
of not more than 16 or less than 3 steps 
each. 

The treads and risers of each flight of 
steps shall be of uniform width and height, 
and the steps shall be pinned into brick 
walls at both ends. 

The several flights of such steps shall be 
properly supported and enclosed to the 
satisfaction of the Council. 

No staircase shall have more than 2 
flights of 15 steps each without a turn, 
the depth of the landing between such 
flights being at least the same as the width 
of the staircase. 

All landings shall be 6 inches thick. 

Every staircase shall have a roof of fire- 
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resisting materials to be approved by the 
Council. 

A continuous and uninterrupted handrail 
shall be fixed on both sides of all steps 
and landings, supported by strong metal 
brackets built into the wall, but such hand- 
rails shall not project more than 3 inches. 

Where the flights of steps re-turn, the 
newel wall shall be chased so as to allow the 
handrail to turn without projecting over 
the landing. 

There shall be no recesses or projections 
in the walls of such staircase within 5 ft. 
of the floor, and any gas or electric light 
fittings shall be at least 6 ft. 8 in. above 
the steps or landings. 

15. 

All doors in such premises used by the Doors and 
public as e;xit doors shall, except where fastenings, 
otherwise approved, be hung in two folds 
and be made to open outwards towards the 
thoroughfare or way. 

All internal doors shall be hung so as 
not to obstruct, when open, any gangway, 
passage, staircase, or landing. 

No door shall open immediately upon a 
flight of steps, but a square landing at least 
three feet in width shall be provided be- 
tween such steps and such doorway. 

All exit doors having fastenings shall 
be fastened by automatic bolts only, of a 
pattern and in a position to be approved 
by the Council ; but where such doors are 
also to be used by the public for entrances, 
they may be fitted with lever or other 
approved fastenings in approved positions. 
Doors so fitted, however, must not be fas- 
tened during the presence of the public. 

All doors and all gates used for entrances, 
shall be made to open both ways, and 
shall, when opened inwards, be so fitted 
that they can be locked back against the 
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wall in such a manner as to require a key 
to release them. 

All doors leading from exit passages, 
staircases or corridors to the other parts 
of the building shall be hung so as to be 
closed by the stream of persons passing 
from the auditorium to the street, and be 
fitted with springs. No door handles or 
other fittings shall project into exit ways 
more than 1 inch when the doors are open. 

All barriers and internal exit doors shall 
be made to swing or to open outwards, with 
no other fastenings than automatic bolts. 

No locks, monkey-tail, flush or barrel 
bolts, or locking bars, or other obstructions 
to exit, other than as before mentioned, 
shall be fitted on any doors, gates or 
barriers. 



Exit, Ac, 
notices. 



16. 

All exit and other doors or openings in 
such premises used by the public for the 
purposes of exit shall be indicated by 
notices clearly painted to the satisfaction 
of the Council in 7-inch letters. 

Such notices shall where possible be 
painted over such doors or openings at a 
height of at least 6 feet 9 inches above 
the floor. 

The words "no exit" shall be clearly 
painted to the satisfaction of the Council 
in 7-inch letters at least 6 feet 9 inches 
above the floor, over all doors or openings, 
which are in sight of the audience, but 
which do not lead to exits. 



17. 

Gangways. Passages or gangways not less than 3 feet 

6 inches wide shall be formed leading 
direct to the exit doors, and gangways 
8 feet 6 inches wide shall be provided 
intersecting the rows of seating in such a 
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manner that no seat shall be more than 
10 feet from the gangway measured in the 
line of the seating. 

18. 

No enclosure shall be allowed in any such Bnciosures. 
premises where the public can assemble for 
any other purpose than to view the per- 
formance, except so far as the Council shall 
consider necessary for the provision of 
refreshment bars, or in the case of a theatre 
for the provision of a foyer. 

19. 
The seating area assigned to each person Seating, 
shall not be less than 2 feet deep and 
1 foot 6 inches wide in all parts of the 
house where no backs or arms are provided 
to the seats, and not less than 2 feet 
4 inches deep by 1 foot 8 inches wide 
where backs or arms are provided. In all 
cases, however, there shall be a space of 
at least 1 foot in depth between the front 
of one seat and the back of the next 
measured between perpendiculars. 

20. 
Where chairs are used in such premises. Chairs, 
they shall be battened together at a dis- 
tance of not less than 1 foot 8 inches from 
centre to centre, where they have arms, 
and 1 foot 6 inches where they are without 
arms, and in lengths of not less than 4 or 
more than 12 in a section. 

21. 

In all such premises where a stage with Pmacenium 
a proscenium will be erected, such stage (wall), 
shall be separated from the auditorium by 
a brick proscenium wall not less than 13 
inches in thickness, and such wall shall be 
carried up the full thickness to a height of 
at least 8 feet above the roof, such height 
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Profloenium 
(openings). 



Protoenium 
(deoorationa). 



Stage (exit). 
Stage lighting. 



Proscenium 
(scrten). 



Stage (roof 
over). 



being measured at right angles to the slope 
of the roof y and shall be carried down below 
the stage to a solid foundation. 

Not more than three openings shall be 
formed in the proscenium wall, exclusive of 
the proscenium opening. 

No such opening shall exceed 20 square 
feet in area. Each of such openings shall 
be closed with a wrought iron door not less 
than ^th of an inch thick in the panel, 
hung in a wrought iron frame so as to close 
of itself without a spring, and with a 3-in. 
lap or with such other fire-resisting door 
and frame as may be approved by the 
Council. 

No openings formed in the proscenium 
wall shall, at the lowest part, be at a higher 
level than 8 feet above the floor of the 
stage. 

All the decorations around the pros- 
cenium opening shall be constructed of fire- 
resisting materials. 

A separate exit shall be provided from 
the stage direct to a thoroughfare or way. 

Wherever possible electric light shall be 
the only illuminant used for the stage. 

22. 

The proscenium opening shall be pro- 
vided with a fire-resisting screen to be used 
as a drop curtain, of such pattern, construc- 
tion and gearing, and with such arrange- 
ments for pouring water upon the surface 
of the screen which is towards the stage, 
as may be approved by the Council. 

23. 

The space above the stage shall be of 
sufficient height to allow of all scenes and 
of the fire-resisting screen being raised 
above the top of the proscenium opening 
in one piece and without rolling. 
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The roof over the stage shall not be of 
fire-resisting mateiial or heavy construction, 
and shall be provided with an opening at 
the back thereof equal at the base to one- 
tenth the area of the stage. Such opening 
shall be glazed at the top and sides with 
sheet glass not more than one-twelfth of 
an indi in thickness, and be capable of 
being opened by the action of lowering 
the fire-resisting screen or by the cutting 
or burning of a cord, to an extent equal at 
least to the superficial area required at the 
base of the opening. Suitable exhaust 
cowls shall also be provided on the stage 
roof. 

24. 

The floors of the flies of such premises FHes. 
shall be constructed of fire-resisting ma- 
terials to the satisfaction of the Council. 

Adequate means of escape shall be pro- Gridiron, 
vided from the files and the gridiron to the 
satisfaction of the Council. 

25. 

Dressing-rooms shall be arranged in a Dressing rooms, 
separate block of buildmgs, or divided 
from such premises by party walls, with 
only such means of communication thcro- 
witli r.s may be approved by the Council. 

All dressing-rooms and staircases leading 
thereto shall be constructed of fire-resisting 
materials, and shall be connected with an 
independent exit leading directly into a 
thoroughfare or way. 

All dressing-rooms shall be adequately 
ventilated to the outer air by windows in 
the external walls. 

No decoration, or construction for the 
purpose of decoration, shall be employed 
in such dressing-rooms which does not 
adhere without any cavities to the surface 
of the wall. 
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No dressing-rooms shall be situated 
more than one storey below the street 
level. 

The exit doors from the dressing-room 
block shall be fitted with automatic bolts 
only. 

Sufficient and separate water-closet ac- 
commodation shall be provided for the use 
of the male and female artistes and or- 
chestra, and urinal accommodation for the 
use of males. Such water-closets shall be 
constructed and arranged to the satis- 
faction of the local sanitary authority. 

26. 

Workshops, Ao, All workshops, store-rooms, wardrobe or 
painting rooms, in connection with such 
premises, shall be separated from such 
premises and from each other by brick walls 
not less than 9 inches thick, and shall be 

g laced in positions to be approved by the 
louncil. 

All openings in such walls shall be closed 
by fire-resisting doors as described in No. 
21 of these regulations. Such doors may, 
however, be of such greater size as the 
Council may approve. 

All such doors, if consisting of a single 
fold, shall be made to overlap the door 
frame at least three inches when closed ; 
and, if made in two folds, such folds shall 
overlap each other, when closed, at least 
three inches. 

All floors and ceilings of such rooms shall 
be formed of fire-resisting materials. 

All such rooms shall be ventilated by 
windows in the outer walls or otherwise to 
the satisfaction of the Council. 

Sufficient and separate water-closet ac- 
commodation shall be provided for the use 
of the male and female workpeople, and 
urinal accommodation for the use of the 



»i71 

male workpeople. Such water-closets shall 
be constructed and arranged to the satis- 
faction of the local sanitary authority. 

27. 

All limelight tanks, boilers with engines, Limelight 
and dynamos with engines, in connection Jl^d^Symimos! 
with such premises, shall be placed in 
ventilated chambers or buildings of fire- 
proof construction. 

Such chambers or buildings shall be 
separated from such premises, and from 
each other, by brick walls and fireproof 
fioors, and shall be enclosed upon one or 
more sides by external walls. 

All openings between such premises and 
such chambers or buildings shall be fitted 
with tire-resisting doors as described in 
No. 21 of these regulations; such doors, 
however, may be of such geater size as the 
Council may approve. 

28. 

All scene stores and property rooms in Soene store, &e 
connection with such premises shall be en- 
closed by brick walls not less than 9 inches 
thick, and shall have floors and ceilings of 
fire-resisting materials. 

All openings from such scene stores and 
property rooms to such premises shall be 
closed by fire-resisting doors as described 
in No. 21 of these regulations ; such doors 
may, however, be of such greater size as 
the Council may approve. 

29. 

All constructional ironwork in such Ironwork 
premises shall, if considered necessary, be 
embedded in fire-resisting materials in a 
manner to be approved by the Council. 






Inflamtnable 
linings, &C. 



30. 

No soft wood or other inflammable wall 
linings, partitions, screens, or barriers shall 
be used in any part of such premises, and 
no cavities shall be left behind any linings. 
All woodwork of the stage shall be rendered 
non-inflammable or be hard wood. 



Skylights, Ac, 



Gas. 



31. 

All skylights and lantern lights in such 
premises which may be liable to be broken, 
shall be protected by stout galvanized iron- 
wire guards, securely fixed on the outside of 
such skylights or lantern lights. 

32. 

All such premises when lighted by gas 
shall have separate and distinct gas services 
and meters as follows — 

(a) To the stage (wherever possible 

electric light shall be used) ; 
(6) To the auditorium; 
(c) To the staircases, corridors, and 
exits. 

Such meters shall be placed in properly 
ventilated chambers of fireproof construc- 
tion, the openings to which shall be fitted 
with fire-resisting doors as described in No. 
21 of these Regulations. 

All gas brackets shall be fixed without 
joints ; and all burners within reach of the 
audience shall be fitted with secret taps, and 
shall be eflSlciently protected by glass or 
wire globes. 

All gas burners within 3 feet of inflam- 
mable ceilings shall be fitted with con- 
sumers of uninflammable material to dis- 
tribute the heat. 

All gas pipes shall be made of iron or brass. 

Where there is to be a stage or where 
scenery is to be used, the footlights or floats 
shall be protected by fixed wire guards. 
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The rows and lines, and gas burners in 
the wings (which must commence 4 feet at 
least from the level of the stage) shall be 
protected by fixed iron-wire guards. 

All battens shall be hung by at least three 
wire ropes, and shall be protected at the back 
by a solid metal guard and wire fixed to a 
stiff iron frame at such a distance from the 
gas jets that no part of the scenery or 
decoration can become heated. 

All moveable lights shall be fitted with 
flexible tubes, and the gas in every case 
shall be capable of being turned off by the 
tap on the stage as well as by that on the 
flexible tube. 

All flexible tubes shall be of sufficient 
strength to resist pressure from without. 

An indicating gas plate shall be pro- 
vided at a convenient place at the side of 
the stage. A stop cock shall be provided 
outside such premises in order that the 
supply of gas may be cut off when neces- 
sary. 

33. 

Additional means of lighting in such on or candle 
premises, for use in the event of the gas !»>»?•• 
or the electric light being extinguished, . 
shall be provided for the auditorium, cor- 
ridors, passages, exits, and staircases, by a 
sufficient number of oil or candle lamps, of 
a pattern to be approved by the Council, 
properly secured to an uninflammable base 
ana placed, if possible, out of reach of the 
public. This shall not apply where there 
is a complete installation of both gas and 
electric light, or two complete systems of 
electric lighting from separate companies. 

Such lampis shall be kept alight during 
the whole time the public are in such 
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No mineral oils shall be used in such 
lamps. 

s 
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Sun bamer. 



Ventilation. 



Water-cloaets, 



Hydrants. Ac, 



34. 

If there be a sun burner in such premises 
it shall be provided with a pilot light, 
which shall be placed so that such sun 
burner can be lighted from the stage. 

35. 

All parts of such premises shall be pro- 
perly and sufficiently ventilated in a manner 
to be approved by the Council. 

All openings for ventilation shall be 
shown on the plans, and described in the 
specification, which shall be submitted to 
the Council for its approval. 

36. 

Each part of all such premises used by the 
public shall be provided with sufficient and 
separate water-closet accommodation for 
the use of males and females, and urinal 
accommodation for the use of males. Such 
water-closets and urinals shaU be con- 
structed and arranged to the satisfaction 
of the local sanitary authority. 

37. 

All such premises shall be provided with 
a sufficient number of hydrants, each of a 
diameter of not less than 2^ inches ; such 
hydrants shall be connected by, at least, 
a 3-inch main with a water company's 
high pressure street main. 

Where such premises contain a large 
superficial area for the accommodation of 
the public, the size of the main supplying 
the hydrants shall be determined by the 
Council. A pressure of at least 30 lbs. on 
.the square inch shall be maintained in the 
flies and upper tiers of such premises. 

Each of such hydrants shall be provided 
with at least a 30-f eet length of hose with 
fittings of the Metropolitan Fire Brigade 



276 

pattern, and shall be fitted with bibcocks 
tor filling buckets. Three buckets filled 
with water shall be kept near each hydrant. 
Hand pumps or other small fire appliances 
shall be provided as required. 

Where there is no constant supply of water, 
there shall be provided on the top of the 
proscenium wall, or at some other place to 
be approved by the Council, two cisterns, 
to be kept always filled with water. 

Such cisterns shall be each capable of 
containing at least 260 gallons of water 
for every 100 persons of the audience to be 
acconmiodated in the building, and shall 
be properly protected from all danger from 
frost. 

Fire mains shall be connected with such 
cisterns to hydrants to be fixed in such 
places and in such a manner as may be 
approved by the Council. 

38. 

Every theatre, and, where considered Telephone, 
necessary by the Council, all other premises 
licensed for public entertainments shall be 
connected with the nearest fire brigade 
station by telephone alarm. The position 
for such alarms and the number of points 
in the house shall be decided upon by the 
chief officer of the fire brigade. The in- 
stallation and maintenance shall be carried 
out by the General Post Office at the cost 
of the lessee. 

39. 

All woodwork of stage, hangings, cur- Hangings. &c. 
tains and draperies in such premises, shall 
be rendered non-inflammable. 

40. 

Blankets or rugs, and buckets filled with ^r* (precau- 
water shall always be kept on the stage, *^**°* **^^°**^' 
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in the flies, scene-stores, or wings, and in 
the immediate passages approaching the 
dressing rooms of such premises, and at- 
tention shall be directed to them by 
placards legibly printed or painted, and 
fixed immediately above them to the satis- 
faction of the Comicil. 

Some person shall be held responsible 
by the management for keeping the 
blankets or rugs, and fire appliances ready 
for immediate use. 

Hatchets, hooks and other appliances, 
for taking down hanging scenery in case 
of fire, shall be always kept in readiness 
for immediate use. 

The regulations as to fire shall be posted 
in some conspicuous place approved by the 
Council in such premises, so that all persons 
connected with such premises may be ac- 
quainted with such regulations. 



Fiie-plaoet or 
stoves. 



Blectric light- 
ing and 
heating. 



41. 

No fire-place shall be formed in any 
portion of the auditorium or stage of such 
premises. 

All open fire-places or stoves in any other 
part of such premises shall be protected by 
strong fixed iron-wire guards and fenders, 
of not more than IJ-inch mesh completely 
enclosing the fire. A part of the guard or 
fender may be made to open for all neces- 
sary purposes. 

42. 

The electric lighting and heating appar- 
atus shall be carried out to the satisfaction 
of the Council, and no work shall be com- 
menced until the sanction of the Council 
has been obtained to what is proposed to 
be done. Copies of the CounciPs regula- 
tions on the subject can be obtained on 
application to the Clerk of the Council. 
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43. 

Such premises shall, when considered ^*'J*^8^ 
necessary by the Council, be provided with ®®"**"<^''- 
a lightning conductor, to the satisfaction 
of the Council. 

44. 

The Council reserres to itself the right Powerto modify 
from time to time, in any special case, to Jhese reguial 
modify or dispense with these regulations, tions. 

All applications for dispensation or 
modification of these regulations shall be 
made in writing, addressed to the Clerk of 
the Council, and shall contain a statement 
of the facts of the particular case, and the 
reasons why it is desired to modify or dis- 
pense with these regulations as applicable. 

46. 

When the premises have been licensed. Person 
the person or persons in whose name the responsible, 
licence is granted by the Lord Chamberlain 
or the London County Council shall be held 
responsible for the due management of 
such premises, and for the safety of the 
public and his or their employees in the 
event of fire. 

46. 

No subsequent alterations shall be made Additions or 
to such premises without the sanction of alterations to 
the Council having been first obtained. premisss. 

Notice of any intended structural addi- 
tion to, or alteration of, any such premises, 
shall be given in writing to the Clerk of 
the Council, and shall be accompanied by 
drawings, elevations and sections, block 
plan, and specification of the works to be 
executed similar to those required in the 
case of premises to be certified for the first 
time by the Council, and shall show such 
intended addition or alteration. 
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The Council will, if necessary, cause a 
fresh survey of such premises to be made. 

No doors, bolts, or other fastenings, 
obstructions to the means of egress, flap 
seats or other means of diminishing or 
stopping up the gangways, whether per- 
manently or temporarily, shall be per- 
mitted. 



Note. — Ths issue of the certificate referred 
to in these regulations does not 
preclude the Council from con- 
sidering y on its merits f any appli- 
cation which may hereafter he 
inade to it with respect to the 
licensing of the building for public 
entertainments. 
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APPENDIX III. 



Byelaws made by the London County 
Cotinoil on the 22nd day of June, 1898, 
under the Public Healtii (London) Act, 
1891. 



Byelaws under Section 39 (1). 

With respect to waterclosets, earthclosetSy 
privies, ashpits^ cesspools, and receptacles 
for dung, and the proper accessories thereof 
in connection with buildings, whether 
constructed before or after the passing of 
this AcU 



1. Every person who shall hereafter Watercioseta 
construct a watercloset or earthcloset in ^etsT 
connection with a building shall construct 
such watercloset or earthcloset in such a 
position that, in the case of a watercloset, 
one of its sides at the least shall be an ex- 
ternal wall, and in the case of an earthcloset 
two of its sides at the least shall be external 
walls, which external wall or walls shall 
abut immediately upon the street, or upon 
a yard or garden or open space of not less 
than one hundred square feet of superficial 
area, measured horizontally at a point 
below the level of the floor of such closet. 
He shall not construct any such water- 
closet so that it is approached directly from 
any room used for the purpose of human 
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habitation, or used for the manufacture, 
preparation, or storage of food for man, or 
used as a factory, workshop, or workplace, 
nor shall he construct any earthcloset so 
that it can be entered otherwise than from 
the external air. 

He shall construct such watercloset so that 
on any side on which it would abut on a room 
intended for human habitation, or used for 
the manufacture, preparation, or storage of 
food for man, or used as a factory, work- 
shop, or workplace, it shall be enclosed by 
a solid wall or partition of brick or other 
materials, extending the entire height from 
the floor to the ceiling. 

He shall provide any such watercloset 
that is approached from the external air 
with a floor of hard smooth impervious 
material, having a fall to the door of such 
watercloset of half an inch to the foot. 

He shall provide such watercloset with 
proper doors and fastenings. 

Provided always that this byelaw shall 
not apply to any watercloset constructed 
below tne surface of the ground and ap- 
proached directly from an area or other 
open space available for purposes of ventila- 
tion, measuring at least forty superficial 
feet in extent, and having a distance across 
of not less than five feet, and not covered in 
otherwise than by a grating or railing. 

2. Every person who shall construct a 
watercloset in connection with a building, 
whether the situation of such watercloset be 
or be not within or partly within such build- 
ing, and every person who shall construct an 
earthcloset in connection with a building, 
shall construct in one of the walls of such 
watercloset or earthcloset which shall abut 
upon the public way, yard, garden, or open 
space, as provided by the preceding bye- 
law, a window of such dimensions that an 
area of not less than two square feet, which 
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may be the whole or part of such window, 
shall open directly into the external air. 

He shall, in addition to such window, 
cause such watercloset or earthcloset to be 
provided with adequate means of constant 
ventilation by at least one air-brick built 
in an external wall of surh watercloset or 
earthcloset, or by an air-shaft, or by some 
other effectual method or appliance. 

3. Every person who shall construct a Waterciosets. 
watercloset in connection with a building, 
shall furnish such watercloset with a 
cistern of adequate capacity for the purpose 
of flushing, which shall be separate and 
distinct from any cistern used for drinking 
purposes, and shall be so constructed, 
fitted, and placed as to admit of the supply 
of water for use in such watercloset so that 
there shall not be any direct connection 
between any service pipe upon the premises 
and any part of the apparatus of such 
watercloset other than such flushing 
cistern. 

Provided always that the foregoing 
requirements shall be deemed to be com- 
plied with in any case where the apparatus 
of a watercloset is connected for the pur- 
pose of flushing with a cistern of adequate 
capacity, which is used solely for flushing 
waterciosets or urinals. 

He shall construct or fix the pipe and 
union connecting such flushing cistern 
with the pan, basin, or other receptacle 
with which such watercloset may be pro- 
vided, so that such pipe and union shall 
not in any part have an internal diameter 
of less than one inch and a quarter. 

He shall furnish such watercloset with a 
suitable apparatus for the effectual applica^ 
tion of water to any pan, basin, or other 
receptacle with which such apparatus may 
be connected and used, and for the .effectual 
flushing and cleansing of such pan, basin, 
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or other receptacle, and for the prompt and 
effectual removal therefrom and from the 
trap connected therewith of any solid or 
liquid filth which may from time to time 
be deposited therein. 

He shall furnish such watercloset with a 
pan, basin, or other suitable receptacle of 
non-absorbent material, and of such shape, of 
such capacity, and of such mode of construc- 
tion as to receive and contain a sufficient 
quantity of water, and to allow all filth 
which may from time to time be deposited 
in such pan, basin, or receptacle, to fall 
free of the sides thereof, and directly into 
the water received and contained in such 
pan, basin, or receptacle. 

He shall not construct or fix under such 
pan, basin, or receptacle, any " container " 
or other similar fitting. 

He shall construct or fix immediately 
beneath or in connection with such pan, 
basin, or other suitable receptacle, an 
efficient siphon trap, so constructed that it 
shall at all times maintain a sufficient 
water seal between such pan, basin, or 
other suitable receptacle and any drain or 
soil pipe in connection therewith. He 
shall not construct or fix in or in connec- 
tion with the watercloset apparatus any D 
trap or other similar trap. 
«««««* « «« 

A * * * * * * «« 

{NOTE.—Tfie last paragraph ofbyelato 3 and the tohole 
of byelaw 4 have been repealed by a byelaw made by the 
Council on 2Sth July^ 1899, ana allowed by the Local 
Oovemment Board on 14tA June, 1901, and which ia set 
out below.) 

Watercioseta. 5. A person who shall newly fit or fix any 
apparatus in connection with any existing 
watercloset, shall as regards such apparatus 
and its connection with any soil pipe or 
drain, comply with such of the require- 
ments of the foregoing byelaws as would be 
applicable to the apparatus so fitted or 
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fixed if the watercloset were being newly 
constructed. 

6. Every person who shall construct an Barthcioeets. 
earthcloset In connection ynth a building 

shall furnish such earthcloset with a reser- 
voir or receptacle, of suitable construction 
and of adequate capacity, for dry earth, 
and he shall construct and fix such reservoir 
or receptacle in such a manner and in such 
a position as to admit of ready access to 
such reservoir or receptacle for the purpose 
of depositing therein the necessary supply 
of dry earth. 

He shall construct or fix in connection 
with such reservoir or receptacle suitable 
means or apparatus for the frequent and 
effectual application of a sufficient quantity 
of dry earth to any filth which may from 
time to time be deposited in any receptacle 
for filth constructed, fitted, or used, in or 
in connection with such earthcloset. 

He- shall construct such earthcloset so 
that the contents of such reservoir or re- 
ceptacle may not at any time be exposed to 
any rainfall or to the drainage of any waste 
water or liquid refuse from any premises. 

7. Every person who shall construct an 
earthcloset in connection with a building 
shall construct such earthcloset for use in 
combination with a movable receptacle for 
filth. 

He shall construct such earthcloset so as 
to admit of a movable receptacle for filth, 
of a capacity not exceeding two cubic feet, 
being placed and fitted beneath the seat in 
such a manner and in such a position as 
may effectually prevent the deposit upon 
the floor or sides of the space beneath such 
seat, or elsewhere than in such receptacle, 
of any filth which may from time to time fall 
or be cast through the aperture in such seat. 

He shall construct such receptacle for 
filth in such a manner and in such a position 
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as to admit of the frequent and effectual 
application of a suflftcient quantity of dry 
earth to any filth which may be from time 
to time deposited in such receptacle for 
filthy and in such a manner and in such a 
position as to admit of ready access for the 
purpose of removing the contents thereof. 

He shall also construct such earthcloset 
so that the contents of such receptacle for 
filth may not at any time be exposed to 
any rainfall or to the drainage of any waste 
water or liquid refuse from any premises. 
PriWas. 8. Every person who shall construct a 

privy in connection with a building shall 
construct such privy at a distance of twenty 
feet at the least from a dwelling-house, or 
public building, or any building in which 
any person may be or may be intended to 
be employed in any manufacture, trade, or 
business. 

9. A person who shall construct a privy 
in connection with a building shall not 
construct such privy within the distance 
of one hundred feet from any well, spring, 
or stream of water used, or likely to be 
used, by man for drinking or domestic pur- 
poses, or for manufacturing drinks for the 
use of man, or otherwise in such a position 
as to render any such water liable to pollu- 
tion. 

10. Every person who shall construct a 
privy in connection with a building shall 
construct such privy in such a manner and 
in such a position as to afford ready means 
of access to such privy, for the purpose of 
cleansing such privy and of removing filth 
therefrom, and in such a manner and in 
such a position as to admit of all filth being 
removed from such privy, and from the 
premises to which such privy may belong, 
without being carried through any dwell- 
ing-house, or public building, or any build- 
ing in which any person may be or may be 



285 



intended to be employed in any manufac- 
ture, trade, or business. 

11. Every person who shall construct a 
privy in connection with a building, shall 
provide such privy with a sufficient opening 
for ventilation as near to the top as prac- 
ticable and communicating directly with 
the external air. 

He shall cause the floor of such privy to 
be flagged or paved with hard tiles or other 
non-absorbent material, and he shall con- 
struct such floor so that it shall be in every 
part thereof at a height of not less than six 
inches above the level of the surface of the 
ground adjoining such privy, and so that 
such floor shall have a fall or incUnation 
towards the door of such privy of half an 
inch to the foot. 

12. Every person who shall construct a 
privy in connection with a building shall 
construct such privy for use in combination 
with a movable receptacle for filth, and 
shall construct over the whole area of the 
space immediately beneath the seat of such 
privy a floor of flagging or asphalte or some 
suitable composite material, at a height 
of not less than three inches above Ihe 
level of the surface of the ground adjoining 
such privy; and he shall cause the whole 
extent of each side of such space between 
the floor and the seat, other than any part 
that may be occupied by any door or other 
opening therein, to be constructed of 
flagging, slate, or good brickwork, at least 
nine inches thick, and rendered in good 
cement or asphalted. 

He shall construct the seat of such privy, 
the aperture in such seat, and the space 
beneath such seat, of such dimensions as to 
admit of a movable receptacle for filth of a 
capacity not exceeding two cubic feet being 
placed and fitted beneath such seat in such 
a manner and in such a position as may 
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Waterclosets, 
earthc^losets 
and privies. 



Farthclosets 
and privieB. 



effectually prevent the deposit, upon the 
floor or sides of the space beneath such 
seat or elsewhere than in such receptacle, of 
any filth which may from time to time fall 
or be cast through the aperture in such seat. 

He shall construct such privy so that for 
the purpose of cleansing the space beneath 
the seat, or of removing therefrom or plac- 
ing or fitting therein an appropriate recep- 
tacle for filth, there shall be a door or other 
opening in the back or one of the sides 
thereof capable of being opened from the 
outside of the privy, or in any case where 
such a mode of construction may be im- 
practicable, so that for the purposes afore- 
said the whole of the seat of the privy or a 
sufficient part thereof may be readily moved 
or adjusted. 

13. A person who shall construct a privy 
in connection with a building shall not 
cause or suffer any part of the space under 
the seat of such privy, or any part of any 
receptacle for filth in or in connection with 
such privy, to communicate with any drain. 

14. Every person who shall intend to con- 
struct any watercloset, earthcloset, or priyy, 
or to fit or fix in or in connection with any 
watercloset, earthcloset, or privy any ap- 
paratus or any trap or soil pipe, shall, before 
executing any such works, give notice in 
writing to the clerk of the Sanitary 
Authority. 

16. Every owner of an earthcloset or privy 
existing at the date of the confirmation of 
these byelaws shall, before the expiration of 
six months from and after such date of con- 
firmation, cause the same to be recon- 
structed in such manner that its posi- 
tion, structure and apparatus shall comply 
with such of the requirements of the fore- 
going byelaws as are applicable to earth- 
closets or privies newly constructed. 
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16. "VMien any person shall provide an Ashpits, 
ashpit in connection with a building, he 

shall cause the same to consist of one or 
more movable receptacles sufficient to con- 
tain the house refuse which may accumulate 
during any period not exceeding one week. 
Each of such receptacles shall be con- 
structed of metal, and shall be provided 
with one or more suitable handles and 
cover. The capacity of each of such recep- 
tacles shall not exceed two cubic feet. 

Provided that the requirement as to the 
size of each of such receptacles shall not 
apply to any person who shall construct 
such receptacle or receptacles in connection 
with any premises to which there is attached 
as part of the conditions of tenancy the 
right to dispose of house refuse in an ashpit 
used in common by the occupiers of several 
tenancies, but in no case shall such ashpit 
be of greater capacity than is required to 
enable it to contain the refuse which mav 
accumulate during any period not exceed- 
ing one week. 

17. The occupier of any premises who 
shall use any ashpit shall, if such ashpit 
consist of a movable receptacle, cause such 
receptacle to be kept in a covered place, or 
to be properly covered, so that it shall not be 
exposed to rainfall, and if such ashpit con- 
sist of a fixed receptacle, he shall cause the 
same to be kept properly covered. 

18. Where the Sanitary Authority have 
arranged for the daily removal of house 
refuse in their district, or in any part 
thereof, the owner of any premises in such 
district or part thereof shall provide an 
ashpit which shall consist of one or more 
movable receptacles, sufficient to contain 
the house refuse which may accumulate 
during any period not exceeding three days, 
which the Sanitary Authority may deter- 
mine, and of which the Sanitary Authority 
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shall give notice by public announcement 
in their district. Each of such receptacles 
shall be constructed of metal, and provided 
with one or more suitable handles and cover. 
The capacity of each of such receptacles 
shall not exceed two cubic feet. 

Provided always that this byelaw shall 
not apply to the owner of any premises 
until the expiration of three months after 
the Sanitaiy Authority have publicly noti- 
fied their intention to adopt a system of 
daily collection of house refuse in that 
part of their district which comprises such 
premises. 

19. Where any receptacle shall have been 
provided as an ashpit for any premises in 
pursuance of any by-law in that behalf, 
no person shall deposit the house refuse 
which may accumulate on such premises in 
any ashpit that does not comply with the 
requirements of these byelaT<:s. 
Cesspools. 20. Every person who shall construct a 

cesspool in connection with a building, 
shall construct such cesspool at a distance 
of one hundred feet at the least from a 
dwelling-house, or public building, or any 
building in which any person may be, or 
may be intended to be, employed in any 
manufacture, trade, or business. 

21. A person who shall construct a cess- 
pool in connection with a building, shall not 
construct such cesspool within the distance 
of one hundred feet from any well, spring, 
or stream of water. 

22. Every person who shall construct a 
cesspool in connection with a building 
shall construct such cesspool in such a 
manner and in such a position as to afford 
ready means of access to such cesspool, for 
the purpose of cleansing such cesspool, and 
of removing the contents thereof, and in 
such a manner and in such a position as to 
admit of the contents of such cesspool being 
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removed therefrom, and from the premises 
to which such cesspool may belong, without 
being carried through any dwelling-house, 
or public building, or any building in which 
any person may be, or may be intended to 
be, employed in any manufacture, trade, or 
business. 

He shall not in any case construct such 
cesspool so that it shall have, by drain or 
otherwise, any means of communication 
with any sewer or any overflow outlet. 

23. Every person who shall construct a 
cesspool in connection with a building, 
shall construct such cesspool of good brick- 
work bedded and grouted in cement, pro- 
perly rendered inside with cement, and 
with a backing of at least nine inches of 
well-puddled clay around and beneath such 
brickwork, and so that such cesspool shall 
be perfectly watertight. 

He shall also cause such cesspool to be 
arched or otherwise properly covered over, 
and to be provided with adequate means of 
ventilation. 

24. A person shall not use as a receptacle Keceptacies for 
for dung any receptacle so constructed or <*""«• 
placed that one of its sides shall be formed 

by the wall of any room used for human 
habitation, or under a dwelling-house, 
factory, workshop, or workplace, and he 
shall not use any receptacle in such a 
situation that it would be likely to cause a 
nuisance or become injurious or dangerous 
to health. 

25. Every owner of any existing recep- 
tacle for dung shall, before the expiration 
of six months from the date of the con- 
firmation of these by-laws, and every person 
wholshall construct a receptacle for dung, 
shall cause such receptacle to be so con- 
structed that its capacity shall not be 
greater than two cubic yards, and so that 
the bottom or floor thereof shall not, in 

T 
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any case, be lower than the surface of the 
ground adjoining such receptacle. 

He shall so construct such receptacle 
that a sufficient part of one of its sides 
shall be readily removable for the purpose 
of facilitating cleansing. 

He shall also cause such receptacle to be 
constructed in such a manner and of such 
materials, and to be maintained at all 
times in such a condition as to prevent any 
escape of the contents thereof, or any 
soakage therefrom into the ground or into 
the wall of any building. 

He shall cause such receptacle to be so 
constructed that no rain or water can 
enter therein, and so that it shall be freely 
ventilated into the external air. 

Provided that a person who shall con- 
struct a receptacle for dung, the whole of 
the contents of which are removed not less 
frequently than every forty-eight hours, 
shall not be required to construct such 
receptacle so that its capacity shall not be 
greater than two cubic yards. 

And provided that a person who shall 
construct a receptacle for dung, which shall 
contain only dung of horses, asses or mules 
with stable litter, and the whole of the 
contents of which are removed not less 
frequently than every forty-eight hours, 
may, instead of all other requirements of 
this byelaw, construct a metal cage, and 
shall beneath such metal cage adequately 
pave the ground at a level not lower than 
the surrounding ground, and in such a 
manner and to such an extent as will pre- 
vent any soakage into the ground ; and if 
such cage be placed near to or against any 
building he shall adequately cement the 
wall of such building in such a manner and 
to such an extent as will prevent any 
soakage from the dung within or upon such 
receptacle into the wall of such building. 
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26. The occupier of any premises shall Cleansing of 
cause every watercloset belonging to such ^^Sv^l*?* 
premises to be thoroughly cleansed from privies, and' 
time to time as often as may be n-ecessary Ji^B***^^®* ^^^ 
for the purpose of keeping such watercloset ""^' 
in a cleanly condition. 

The occupier of any premises shall once 
at least in every week cause every earth- 
closet, privy, and receptacle for dung 
belonging to such premises to be emptied 
and thoroughly cleansed. 

The occupier of any premises shall once 
at least in every three months cause every 
cesspool belonging to such premises to be 
emptied and thoroughly cleansed. 

Provided that where two or more lodgers 
in a lodging-house are entitled to the use 
in common of any watercloset, earthcloset, 
privy, cesspool, or receptacle for dung, the 
landlord shall cause such watercloset, earth- 
closet, privy, cesspool, or receptacle for 
dung to be cleansed and emptied as afore- 
said. 

The landlord, or owner of any lodging- 
house, shall provide and maintain in con- 
nection with such house, watercloset, 
earthcloset, or privy accommodation in the 
proportion of not less than one watercloset, 
earthcloset, or privy, for every twelve 
persons. 

For the purposes of this byelaw, "a 
lodging-house " means a house or part of a 
house which is let in lodgings or occupied 
by members of more than one family. 
" Landlord " in relation to a house or part 
of a house which is let in lodgings, or 
occupied by members of more than one 
family, means the person (whatever may 
be the nature or extent of his interest) by 
whom or on whose behalf such house or 
part of a house is let in lodgings or for 
occupation by members of more than one 
family, or who for the time being receives 
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OP is entitled to receive the profits arising' 
from such letting. "Lodger" in relation 
to a house or part of a house which is let in 
lodgings or occupied by members of more 
than one family, means a person to whom 
any room or rooms in such house or part of 
a house may have been let as a lodging or 
for his use or occupation. 

Nothing in this byelaw shall extend to 
any common lodging-house. 
Maintenance of 27. The Owner of any premises shall 
cioBet8,ac. maintain in proper condition of repair 
every watercloset, earthcloset, privy, ash- 
pit, cesspool, and receptacle for dung, and 
the proper accessories thereof belonging to 
such premises. 



Penalties. 



Penalties. 28. Every person who shall offend against 

any of the foregoing byelaws shall be liable 
for every such offence to a penalty of Five 
pounds, and in the case of a continuing 
offence to a further penalty of Forty 
shillings for each day after written notice 
of the offence from the Sanitary Authority. 
Provided nevertheless that the Court before 
whom any complaint may be made or any 
proceedings may be taken in respect of any 
such offence may, if the Court think fit, 
adjudge the payment as a penalty of any 
sum less than the full amount of the 
penalty imposed by this byelaw. 



The seal of the London County 
Council was hereunto affixed on 
the 22nd day of June, 1893. 

H. Db LA HOOKE, 

Clerk of the Council, 
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Allowed by the Local Govern- 
ment Board this twenty-eighth 
L.S. ) ^^y ot June, 1893. 

Henry H. Fowlbb, 

President, 

Hugh Owbn, 
Secretciry, 




Byblaw undeb Section 89 (1). 

With respect to waierclosets cmd the proper 
accessories thereof in connection with 
buildings, wliether constructed before or 
after the passing of this Act. 



From and after the date of the confirma- 
tion of this byelaw, the byelaw numbered 
4, and so much of the byelaw numbered 3 
as provides as follows, that is to say — 
'^ If he shall construct any watercloset 
'' or shall fix or fit any trap to any exist- 
'^ ing watercloset or in connection with 
" a soil-pipe, which is itself in connection 
" with any other watercloset, he shall 
" cause the trap of every such water- 
" closet to be ventilated into the open 
" air at a point as high as the top of the 
'^ soil-pipe, or into the soil-pipe at a point 
" above the highest watercloset con- 
'' nected with such soil-pipe, and so that 
^^ such ventilating pipe shall have in all 
'' parts an internal diameter of not less 
" than two inches, and shall be connected 
" with the arm of the soil-pipe at a point 
'^ not less than three and not more than 
** twelve inches from the highest part of 
^ the trap and on that side of the water 
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" seal which is nearest to the soil-pipe " — 
in the series of byelaws with respect to 
" waterclosets, earthclosets, privies, ash- 
" pits, cesspools, and receptacles for dung, 
" and the proper accessories thereof in 
" connection with buildings, whether con- 
** structed before or after the passing of 
" this Act," which was made by the London 
County Council on the twenty-second day 
of June, 1893, and confirmed by the Local 
Government Board on the twenty-eighth 
day of June, 1893, shall be repealed. 

The seal of the London County 
Council was hereunto af&xed on ^ — n. 
the 26th day of July, 1899. / \ 

C. J. Stbwabt, V ^'^' J 

Clerk of the Council. \^_^^ 



Allowed by the Local Government Board 
this fourteenth day of June, 1901. 

S. B. Pbovis, 

Secretary^ 

Acting on behalf of the said 
Board under the authority 
of their General Order^ 
dated the twenty-sixth day 
of May ylS77. 
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The Metropolis Management Act, 1888. 

Section 202. 



Byblaws made by the Council for regu- 
lating the dimensions, form, and mode of 
construction, and the keeping, cleansing, 
and repairing of the pipes, drains, and 
other means of communicating with sewers 
and the traps and appa/ratus connected 
therewith. 



1. A person who shall erect a new build- Drainage of 
ing and shall cause the subsoil of the site ^^^^^^' 
of such building to be drained by means of 
a drain communicating with any sewer, 
shall not construct such subsoil drain in 
such a manner or in such a position as to 
communicate directly with such sewer, but 
shall provide a suitable and efficient trap 
between such subsoil drain and such sewer. 

He shall provide a ventilating opening 
to such trap at a point in the line of such 
subsoil drain as near as may be practicable 
to such trap, and communicating directly 
with the open air. 
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Drainage of 
surface water. 



Rain water 
pipes. 



He shall cause such ventilating opening 
to be furnished wiih a suitable grating or 
other suitable cover for the purjjose of pre- 
venting any obstruction in or injury to any 
pipe or drain by the introduction of any 
substance through such opening. He shall 
cause such grating or cover to be so con- 
fetructed and fitted as to secure the free 
passage of air through such grating or cover 
by means of a suflBcient number of apertures, 
of which the aggregate extent shall be not 
less than the sectional area of the pipe or 
drain to which such grating or cover may 
be fitted. 

He shall cause such subsoil drain between 
such trap and such sewer to be constructed 
in manner prescribed by the byelaws in 
that behalf for a drain used for conveying 
sewage. 

He shall cause such subsoil drain above 
such trap to be formed of suitable earthen- 
ware field pipes properly laid to a suitable 
fall and to discharge into such trap. 

2. A person who shall erect a new build- 
ing and shall cause any area, forecourt, or 
paved or unpaved surface within the cur- 
tilage of the building to be drained by 
means of a drain or drains communicating 
with any sewer shall cause every inlet to 
such drain or drains to be constructed as a 
properly trapped gully, and shall cause 
such drain or drains to be otherwise con- 
structed in manner prescribed by the bye- 
laws in that behalf for a drain used for 
conveying sewage. 

3. Every person who shall erect a new 
building, and shall provide, in connection 
with such building, a pipe or channel for 
the purpose of conveying to any sewer any 
water that may fall on the roof, shall cause 
such pipe or channel to discharge in the 
open air over a properly trapped gully or 
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into such gully above the level of the water 
in the trap thereof. 

He shall not cause any such pipe or 
channel to be so constructed as to receive 
into such pipe or channel any sohd or liquid 
matter from any watercloset, urinal, slop 
or other sink, or lavatory. 

4. Except in the case of a drain con- Materials, &c., 
structed for the drainage of the subsoil of ^^^ drains, 
the site of a building, every person who 
shall erect a new building shall, in the 
construction of every drain of such building 
communicating with a sewer, use good 
sound pipes formed of glazed stoneware, 
or of cast iron, or of other equally suitable 
material. 

He shall not construct any such drain so 
as to pass under any building, except in 
any case where any other mode of construc- 
tion may be impracticable. 

He shall cause every such drain to be of Size of drain, 
adequate size, and, if constructed or 
adapted to be used for conveying sewage, 
to have an internal diameter of not less 
than four inches. 

He shall also cause every such drain. Drain to be laid 
whether or not constructed or adapted to **° concrete, 
be used for conveying sewage, to be laid on 
a bed of good concrete not less than six 
inches thick, and projecting on each side 
of the drain to an extent at least equal to 
the external diameter of the drain. He 
shall also cause such drain to be laid with ^^^ ^^ drain. 
a suitable fall. 

If he shall construct such drain of cast Joints of drain, 
iron jointed with socket joints, he shall 
cause such joints to be not less than 2^ 
inches in depth, and to be made with 
molten lead properly caulked, and he shall 
also cause the annular space for the lead, 
in the case of three-inch and four-inch 
pipes, to be not less than J-inch in width, 
and, in the case of five-inch and six-inch 
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Drain to be 
water-tight. 



pipes, to be not less than f-inch in width. 
If such drain be jointed with flange 
joints he shall cause such joints to be 
securely bolted together with some suitable 
insertion. 

If he shall construct such drain of stone- 
ware, or material other than metal, he shall 
cause such drain to be jointed with socket 
joints proi)erly put together with cement 
or other equally suitable material. 

He shall cause every such drain (other 
than a drain constructed for the drainage 
of the subsoil of the site of a building) to be 
so constructed as to be water-tight and to 
be capable of resisting a pressure of at 
least two feet head of water. 

He shall cause good concrete to be filled 
in so that it shall extend to the full width 
of the concrete bed already prescribed in 
this byelaw, and so that such drain shall be 
embedded to the extent of not less than 
half its diameter. 

If he shall construct any such drain of 
pipes^* °^ ^^^^ cast iron, the thickness and weight of the 
pipes in proportion to the diameter thereof 
shall be as follows — 



Concrete to be 
filled in. 



Thickness and 



Thickness, 
sockets and 
joints of stone- 
ware pipes. 



Internal 
diameter. 


Thickness of 

metal, 
not less than 


Weight per 9 ft. 

lengtn (including 

socket and beaded 

spigot or flanges— 

the socket not to 

be less than f-in. 

thick), 

not less than 


3 inches. 

4 „ 

5 „ 

6 „ 


^g of an inch. 

S n tf 
8 »» '» 


110 lbs. 
160 „ 
190 „ 
230 „ 



If he shall construct any such drain of 
stoneware or material other than metal 
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the thickness of the pipes, and depths of 
the sockets, and the annular space for the 
cement in proportion to the diameter shall 
be as follows — 



Internal 
diameter. 



3 inches. 

4 „ 

5 „ 

6 „ 
9 „ 



Thickness 

of Pipe, 

not less than 



i of an inch. 



5 






i» 



Depth of 

Socket, 

not less 

than 



1^ inches. 

If „ 

2 

2 

2 



Annular 
Space for the 

Cement, 
not less than 



i^^ of an inch. 

16 »» ♦» 

1% n « 



S 
IT II 



^ 



Where any such drain (other than a drain Drains under 
constructed for the drainage of the subsoil boiidings. 
of the site of a building) passes under a 
building, he shall cause such part thereof as 
passes under the building to be laid where 
practicable in a direct line for the whole 
distance beneath such building, and to be 
completely embedded in and covered with 
good and solid concrete at least six inches 
thick all round. 

Provided that in any case where such 
drain shall be constructed of iron, he shall 
not be required to cover such drain with 
concrete, but unless it be carried above 
^ound and also be carried at least at each 
]oint on adequate piers or other sufficient 
supports, constructed of iron, stone brick, 
or cement concrete, it shall be laid on a bed 
of good concrete in accordance with the 
requirements of this byelaw relating to 
drains which do not pass under a buiL<&Lg. 

He shall whenever practicable cause 
adequate means of access to such drain to 
be provided at each end of such portion 
thereof as is beneath such building. 
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Composition of 
concrete. 



Inlets to drains 
to be trapped. 



Protection of 
drain beneath 
wall. 



Drains to be 
trapped from 
sewer. 



Access to trap. 



Be shall cause all concrete used in con- 
nection with any such drain, whether under 
a building or not, to be composed of clean 
gravel, hard brick broken small, or other 
suitable ballast, well mixed with clean sand 
and good Portland cement in the proportion 
of two parts of sand, one part of cement, 
and six parts of other material. 

He shall cause every inlet to every such 
drain, not being an inlit proTided in pursu- 
ance of the byelaw in that behalf as an 
opening for the ventilation of such drain, 
to be properly trapped by an eflScient trap 
so constructed as to be capable of main- 
taining a sufficient water seal. He shall 
not construct or fix in or in connection 
with any such drain, any trap of the kind 
known as a bell-trap, a dip-trap or a D-trap. 

He shall, in every case where any such 
drain is laid beneath a wall, cause such 
drain to be protected at the part beneath 
the wall by means of an arch, flagstone, or 
iron support, which shall not bear on the 
drain and shall be of sufficient size and 
strength to prevent any disturbance of or 
other injury to such drain. 

6. Every person who shall erect a new 
building shall provide in every main drain 
or other drain of such building which may 
immediately communicate with any sewer, 
a suitable and efficient intercepting trap at 
a point as distant as may be practicable 
from such building, and as near as may be 
practicable to the point at which such drain 
may be connected with the sewer. 

He shall, except in cases where the means 
of access to be provided in compliance 
with the preceding byelaw shall give ade- 
quate means of access to such trap, provide 
a separate manhole or other separate 
means of access to such trap for the pur- 
pose of cleansing it. 

6. A person erecting a new building 
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shall cause every means of access provided 
in compliance with any of the foregoing 
provisions of these byelaws to be con- 
structed so as to be water-tight up to the 
level of the adjoining ground-surface or 
roadway and to be fitted with a suitable 
manhole cover, and, if placed within a 
building, to be fitted with an air-tight 
cover. 

7. A person who shall erect a new build- No right-angled 
ing shall not construct the several drains J»*n<5»^><>"*- 

of such building communicating with a 
sewer in such a manner as to form in such 
drains any right-angled junction, either 
vertical or horizontal. He shall cause every 
such branch drain or tributary drain to 
join another drain obliquely in the direc- 
tion of the flow of such drain, and as near 
as practicable to the invert thereof. 

8. Every person who shall erect a new Ventilation of 
building shall, for the purpose of securing <*ra^"** 
efficient ventilation of the drains of such 
building communicating with a sewer, 

comply with the following requirements: — 
(i.) He shall provide at least two un- 
trapped openings to the drains, and in 
the provision of such openings he shall 
adopt such of the arrangements herein- 
after specified as the circumstances of the 
case may render the more suitable and 
effectual. 

(a) One opening being above ajid ^^^^^^^^^ , 
near the level of the surface of the «'-«»'*fi'«^«»^- 
ground adjoining such opening shall 
communicate with the drains by means 
of a suitable pipe, shaft or chamber, and 
shall be situated as near as may be prac- 
ticable to the trap which, in pursuance 
of the byelaw in that behalf, shall be 
provided between the main drain or 
other drain of the building and the 
sewer. The point at which such open- 
ing communicates with the drain shall 
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also in every case be situated on that 
side of the trap which is the nearer to 
the building. 

The second opening shall be obtained 
by carrying up from a point in the 
drains, as far distant as may be prac- 
ticable from the point at which the 
first-mentioned opening shall be situ- 
ated, a pipe or shaft, vertically, to such 
a height and in such a position as to 
afford by means of the open end of 
such pipe or shaft a safe outlet for foul 
air. 

(b) In every case where the fore- 
going arrangement of the openings to 
the drains may be impi-acticable or 
undesirable, there may be substituted 
the arrangements hereinafter pre- 
scribed. 

One opening shall be obtained by 
carrying up from a point, as near as 
may be practicable to the trap, which, 
in pursuance of the byelaw in that 
behalf, shall be provided between the 
main drain or other drain of the build- 
ing and the sewer, a pipe or shaft, 
vertically, to such a height and in such 
a position as to afford, by means of the 
open end of such pipe, a safe outlet for 
foul air. The point at which such 
opening communicates with the drain 
shall also in every case be situated on 
that side of the trap which is the 
nearer to the building. 

The second opening, being at a point 
in the drains as far distant as may be 
practicable from the point at which 
such last-mentioned pipe or shaft shall 
be carried up, shall be above and near 
the level of the surface of the ground 
adjoining such opening, and shall 
communicate with the drains by mean^ 
of a suitable pipe or shaft. 
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(c) If in any case neither of the two 
preceding arrangements are desirable, 
then both the first and second open- 
ings may be obtained by carrying up 
from the points referred to in the 
previous sub-section suitable vertical 
pipes or shafts to such heights and in 
such positions that when either acts as 
an inlet the other may be a safe outlet 
for foul air. 

(ii.) He shall cause every opening pro- Gratings or 
vided in accordance with any of the cover* to 
arrangements hereinbefore specified to ^^'^ "^** 
be furnished with a suitable grating or 
other suitable cover for the purpose of 
preventing any obstruction in or injury 
to any pipe or drain by the introduction 
of any substance through any such 
opening. He shall, in every case, cause 
such grating or cover to be so con- 
structed and fitted as to secure the free 
passage of air through such grating or 
cover by means of a suflBicient number of 
apertures, of which the aggregate extent 
shall be not less than the sectional area 
of the pipe or drain to which such 
grating or cover may be fitted. 

(iii.) He shall not, except where un- No bends or 
avoidable, cause any bend or angle to be ^^ff^^ ^^ pipes. 
made in any pipe or shaft used in connec- 
tion with any of the arrangements here- 
inbefore specified. 

(iv.) He shall cause every pipe or shaft Size of pipes, 
which may be used in connection with 
any of the arrangements hereinbefore 
specified to have an internal diameter of 
not less than four inches. 

(v.) He shall cause every pipe or shaft Construction, 
used in connection with any of the bx-''^^^^^ ^ 
rangements hereinbefore specified to be ^ ^ ^^ ^ ^^' 
constructed in the same manner and of 
the same material and weight as if such 
pipe or shaft were a soil pipe. 
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Use of soil pipes 
as imttilating 
pipes. 



No inlets to 
drains within 
buildings. 



Material of 
waste pipes. 



(vi.) Provided always, that for the pur- 
pose of any of thiB arrangements herein- 
before specified the soil pipe of any water- 
closet, or the waste pipe of any slop sink 
constructed or adapted to be used for 
receiving any solid or liquid excremental 
filth, in every case where the situation, 
sectional area, height and mode of con- 
struction of such soil pipe or such waste 
pipe shall be in accordance with the re- 
quirements applicable to the pipe or shaft 
to be carried up from the drains, shall be 
deemed to provide the necessary opening 
for ventilation which would otherwise be 
obtained by means of such last-mentioned 
pipe or shaft. 

Provided also that any such soil pipe or 
waste pipe shall, where such soil pipe or 
waste pipe shall have an internal dia- 
meter of not less than three and a half 
inches, and shall in all other respects 
comply with the requirements as to the 
position, height and mode of construction 
of the pipe or shaft to be provided for the 
ventilation of any drain, be deemed to 
provide adequate ventilation for any drain 
having an internal diameter of not more 
than four inches. 

9. A person who shall erect a new build- 
ing shall not construct any drain of such 
building communicating with a sewer in 
such a manner that there shall be within 
such building any inlet to such drain except 
such inlet as may be necessary from the 
apparatus of any watercloset, slop sink or 
urinal. 

10. A person who shall erect a new build- 
ing shall cause every pipe in such building 
for carrying off waste water from every 
lavatory or sink (not being a slop sink or 
urinal constructed or adapted to be used 
for receiving any solid or liquid excre- 
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mental filth) to a sewer, to be constructed 
of lead, iron or stoneware, and to be trapped Traps to waste 
immediately beneath such lavatory or sink ^ **** 
by an efficient syphon trap, which shall be 
constructed of lead, iron or stoneware, with 
adequate means for inspection and cleans- 
ing, and which shall be ventilated into the 
external air whenever such ventilation may 
be necessary to preserve the seal of such 
trap. 

He shall not construct or fix in or in con- 
nection with such waste pipe, lavatory, or 
sink, any trap of the kind known as a bell- 
trap, a dip-trap, or a D-trap. 

He shall cause every pipe in such building Waste pipes to 
for carrying off waste water to a sewer to be ^h^o5en\lr 
taken through an external wall of such 
building, and to discharge in the open air 
over a properly trapped gully or into such 
a gully above the level of the water in the 
trap thereof, or over a channel leading to 
such a gully. 

11. Anypersonwho shall provide a soil pipe Soii pipes, 
in connection with a new building for tne 
purpose of conveying to a sewer any solid 
or liquid excremental filth or shall for that 
purpose construct a soil pipe in connection 
with an existing building, shall, whenever 
practicable, cause such soil pipe to be situ- ^JJjJjSS?* ^^ 
ated outside such building, and shall con- ''*^^'"- 
struct such soil pipe in drawn lead or of 
heavy cast iron. Provided that in any case 
where it shall be necessary to construct 
such soil pipe within such building, he shall 
construct such soil pipe in drawn lead with 
proi)er wiped plumbers' joints, and so as to 
be easily accessible. 

He shall construct such soil pipe, whether JSJ^J?^** ^"^ 
inside or outside the building, so that its '*^^'*^- 
weight, if the pipe be of lead, and its thick- 
ness and weight, if the pipe be of iron, 
in proportion to its length and iniernal 
diameter, shall be — 

u 
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Joints. If he shall construct such soil pipe of cast 

iron with socket joints, he shall cause such 
joints to be not less than 2^ inches in depth 
and to be made with molten lead properly 
caulked, and he shall also cause the annular 
space for the lead, in the case of 3J-inch 
and 4-inch pipes, to be not less than J-inch 
in width, and, in the case of 6-inch and 
6-inch pipes, to be not less than |-inch in 
width. If he shall construct such soil pipe 
with flange joints he shall cause such joints 
to be securely bolted together with some 
suitable insertion. 
No connections He shall construct such soil pipe, 
a^watu^^^^^ whether inside or outside the building, so 
pipes. that it shall not be connected with any 

rain-water pipe or with the waste of any 
bath, or of any sink other than that which 
is provided for the reception of urine or 
other excremental filth, and he shall con- 
struct such soil pipe so that there shall 
No traps. not be any trap in such soil pipe or between 
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the soil pipe and any drain with \s hich it id 
connected. 

He shall cause such soil pipe, whether mamiter* 
inside or outside the building, to be circular 
and to have an internal diameter of not 
less than 3| inches, and to be continued 
upwards without diminution of its diameter, 
and (except where unavoidable)* without 
any bend or angle being formed in such 
soil pipe, to such a height and in such a 
position as to afford by means of the open 
end of such soil pipe a safe outlet for foul air. Outlet. 

12. Any person who shall connect a lead connection of 
soil pipe, waste pipe, ventilating pipe, or lead soil pipe, 
trap with an iron pipe or drain communi- J^aiiT'&c ^^^ 
eating with a sewer, shall insert between ^^' 
such lead soil pipe, waste pipe, ventilating 

pipe, or trap, and such iron pipe or drain, 
a flanged thimble of copper, brass, or other 
suitable alloy, and shall connect such lead 
soil pipe, waste pipe, ventilating pipe, or 
trap with such thimble by means of a wiped 
or overcast metallic joint, and shall connect 
such thimble with such iron pipe or drain 
by means of a joint made with molten lead, 
properly caulked ; provided always that it 
shall be sufficient if he shall connect the 
lead soil pipe, waste pipe, ventilating pipe, 
or trap with the iron pipe or drain in an 
equally suitable and efficient manner. 

13. Any person who shall connect a Connection of 
stoneware or semi-vitrified ware trap or stoneware trap 

..-. 1 J •! • J. • of Closet, &c., 

pipe With a lead sou pipe, waste pipe or with lead sou 
trap communicating with a sewer, shall pipe, &c. 
insert between such stoneware or semi- 
vitrified ware trap or pipe and such lead 
soil pipe, waste pipe or trap, a socket of 
copper, brass, or other suitable alloy, and 
shall insert such stoneware or semi-vitrified 
ware trap or pipe into such socket, making 
the joint with Portland cement, and shall 
connect such socket with the lead soil pipe, 
waste pipe or trap, by means of a wiped or 
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OVei*cast metallic joint; provided always 
that it shall be sufficient if he shall connect 
the stoneware or semi-vitrified ware trap 
or pipe with the lead soil pipe, waste pipe 
or trap, in an equally suitable and efficient 
manner. 
Connection of 14, Any person who shall connect a lead 

lead soil pipe, ^^.i • "^ * t _.• i.«i i.* 

&c , with stone- 801I pipe, waste pipe, ventilatmg pipe, or 
ware drain, Ac. trap with a stoneware or semi-vitrified 
ware pipe or drain communicating with a 
sewer, shall insert between such lead soil 
pipe, waste pipe, ventilating pipe, or trap 
and such stoneware or semi-vitrified ware 
pipe or drain, a flanged thimble of copper, 
brass or other suitable alloy, and shall 
connect such lead soil pipe, waste pipe, 
ventilating pipe, or trap with such thimble 
by means of a wiped or overcast metallic 
joint, and shall insert the flanged end of 
such thimble into a socket on such stone- 
ware or semi-vitrified ware pipe or drain, 
making the joint with Portland cement; 
provided always that it shall be sufficient 
if he shall connect the lead soil pipe, waste 
pipfl, ventilating pipe or trap with the 
stoneware or semi-vitrified ware pipe or 
drain in an equally suitable and efficient 
manner. 
Connection of 15. Any person who shall connect an 
iZ^iih^rie- iron soil pipe, waste pipe, yentilating pipe, 
ware drain, &c. or trap with a stoneware or semi-vitrified 
ware pipe or drain communicating with a 
sewer, shall insert the beaded spigot end 
of such iron soil pipe, w aste pipe, ventilating 
pipe, or trap into a socket on such stone- 
ware or semi-vitrified ware pipe or drain, 
maldng the joint with Portland cement; 
provided always that it shall be sufficient 
if he shall connect the iron soil pipe, waste 
pipe, ventilating pipe or trap with the 
stoneware or semi-vitrified ware pipe or 
drain in an equally suitable and efficient 
manner. 
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16. Any person who shall connect a ^^^^^^^ 
stoneware or semi-vitrified ware trap or of dose" Ac, ^ 
pipe with an iron soil pipe, waste pipe, with iron soil 
trap or drain communicating with a sewer, p*p®' **^* 
shall insert such stoneware or semi-vitrified 

ware trap or pipe into a socket on such 
iron soil pipe, waste pipe, trap or drain, 
making the joint with Portland cement; 
provided always that it shall be sufficient 
if he shall connect the stoneware or semi- 
vitrified ware trap or pipe with the iron 
soil pipe, waste pipe, trap or drain in an 
equally suitable and efficient manner. 

17. Any person who shall construct any Ventilation oi 
watercloset, the soil pipe of which shall l^^f water- 
communicate with any sewer and shall he^^^ ' 

in connection with any other watercloset, 
shall cause the trap of every such water- 
closet to be ventilated into the open air 
at a point as high as the top of the soil 
pipe, or into the soil pipe at a point above 
the highest watercloset connected with 
such soil pipe, and so that the ventilating 
pipe shall have in all parts an internal 
diameter of not less than two inches and 
shall be connected with the arm of the soil 
pipe or the trap at a point not less than 
three and not more than twelve inches from 
the highest part of the trap and on that 
side of the water seal which is nearest to the 
soil pipe. He shall cause the joint between 
the ventilating pipe and the arm of the soil 
pipe or the trap to be made in the direction 
of the flow. 

He shall construct such ventilating pipe 
in drawn lead or of heavy cast iron. s 

Provided that in any case where it shall 
be necessary to construct such ventilating 
pipe within a building he shall construct 
such ventilating pipe in drawn lead. 

He shall construct such ventilating pipe, 
whether inside or outside a building, so 
that if the pipe be of lead its weight shall 
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not be less than 46 lbs. per 12 feet length, 
and if the pipe be of iron its thickness shall 
not be less than ^Vinch and its weight not 
less than 2o lbs. per 6 feet length. 

He shall in all cases cause the joints in 
and the connections to such ventilating 
pipe to be made in the same manner as if 
such ventilating pipe were a soil pipe. 

18. A person who shall erect a new 
building; and shall construct in connection 
with such building a slop sink or urinal 
constructed or adapted to be used for 
receiving any solid or liquid excremental 
filth for conveyance to any sewer, shall 
construct or fix immediately beneath such 
slop sink or urinal an elficient syphon trap, 
so constructed as to be capable of main- 
taining a suflBcient water seal between such 
slop sink or urinal and any drain, soil pipe 
or waste pipe in connection therewith. He 
shall not construct or fix in or in connection 
with such slop sink or urinal any trap of 
the kind known as a bell-trap, a dip-trap, 
or a D-trap. 

He shall as regards the ventilation of the 
trap of such slop sink or urinal, and the 
construction of the waste pipe of such slop 
sink or urinal comply with all the require- 
ments of the preceding byelaws which are 
applicable to the ventilation of the trap of 
a watercloset and the construction of a 
soil pipe, always provided that the internal 
diameter of the waste pipe of any such slop 
sink or urinal shall not be less thin 
3 inches, and w-here the internal diameter 
of such waste pipe is 3 inches the weight 
of such pipe for every 10 feet of length 
shall, if such waste pipe be constructed of 
lead, be not less than 60 lbs., and if such 
waste pipe be constructed of cast iron the 
weight of such pipe for every 6 feet of 
length shall be not less than 40 lbs. 
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19. The owner of any building shall as Maintenance in 
respects such building at all times main- •**** °^ repair, 
tain in a proper state of repair all pipes, 
drains, and other means of communicating 
with sewers, and the traps and apparatus 
connected therewith. 

30. Every person who shall offend against Penalty. 
any of the foregoing byelaws shall be liable 
for every such offence to a penalty of Two 
pounds, and in the case of a continuing 
offence to a further penalty of Twenty 
shillings for each day af rer written notice 
of the offence given in accordance with 
section 202 of the Metropolis Management 
Act, 1866. 

21. These byelaws shall, so far as prac- Application of 
ticable, apply to any person who shall ^ffg^^*** 
construct or reconstruct any pipe or drain buildings. 

or other means of communicating with 
sewers, or any trap or apparatus connected 
therewith, so far as he shall effect any such 
works in any building erected before the 
confirmation of these byelaws, as if the 
same were being constructed in a building 
newly erected. 

22. In these byelaws the word " person " Definition of 
includes any body of persons, whether ** p®™**"* 
corporate or unincorporate. 

23. These byelaws shall not extend to Byelaws not to 
the City of London. »PP'y ^ c**y- 

The foregoing byelaws were made by the 
London County Council on the 30th day of 
October, 1900, and were submitted to and 
confirmed at a subsequent meeting of the 
Council, held on the 6th day of November, 
1900, and the common seal of the Council 
was hereunto affixed on the 7 th day of 
November, 1900. 

G. L. GOMMB, 

Clerk of the Council, 
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Approved by the Local Government 
Board this fourteenth day of June, 1901. 

S. B. Provis, 

Secretary, 

f >. Acting on behalf of the said 

I L.S. \ Board under the authority 

^ ' of their General Order, 

dated the twenty-sixth day 

of May, 1877. 




i 
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METROPOLIS MANAGEMENT ACT, 1855, 

AND 

METROPOLIS MANAGEMENT ACTS 
AMENDMENT (BYELAWS) ACT, 1899. 



The Council has under consideration, at the time oj 
going to press, draft byelaws requiring persons about to 
construct, reconstruct, or alter the pipes, drains, or other 
means of communicating with sewers, or the traps and 
apparatus connected therewith, to deposit with the Sani- 
tary Authority of the district such plans, sections, and 
particulars of the proposed construction, reconstruction, 
or alteration as may he necessary for the purpose of 
ascertaining whether such construction, reconstruction, 
or alteration is in accordance with the statutory provi- 
sions relative thereto, and with any byelaws made under 
section 202 of the Metropolis Management Act, 1855. 
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Index to the London Building Act, 1894, and 
the London Building Act, 1894 (Amend- 
ment) Act, 1898. 



Note. — This inidex does not contain anyre/erenees to byelatvs, <fcc. 

Ite7ns printed in italics are those relating to the London 
Building Act, 1894 {Amendment) Act, 1898. 



SECTION 

Accesses and stairs in public buildings and buildings 
for separate families to be of iire-resisting 

UlSvv&lttl ••• ••• ••• ••• ••• ••• 

Account of expenses. (See also " Adjoining owner." 

To be sent by building owner to adjoining owner 

How to be recovered by building owner 

It* not paid, structure to belong to building owner 
Acts- 
London Building Act, 1894— 

Short title of 

Division into parts 

Commencement of 

To be enforced by district surveyor 

Expenses of 

Offences against ... 

Buildings erected before commencement of ... 

Kot to apply to buildings in progress at commence 
ment of, or under contract entered into before 
passing of , ,„ 212 



68 

96 
98 
99 



1 
2 
3 
146 
189 
200 
210 
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Acts (continued)— section 

London Building Act, 1894 (Jmendment) Act, 1898 — 

Short title of ... ... ... ... ... ... 1 

To be read and construed with Act of 1894 otf one Act 2 
y^otice to set hack JmildingSy etc,, within prescribed 
distance ... ... ... ... ... ... 3(1} 

Section 200 (2) of Principal Act to be read, Ac,, as 
though words "fence or boundary" had been inserted 

after toord *^ structure" 3 ("2) 

Repeal of section 14 of Principal Act 3 (3) 

Saving for railtoay companies in certain eases ... 3 (4) 
Amendment of section 13(5) of Principal Act as 

regards height of certain working-class dwellings ... 4 
Service of summonses and orders relating to dangerous 

or neglected structures 5 

Procedure in certain cases 3, 5, 6, and 7 

Section 200 (3) {e) of Principal Act amended ... 6 

Section 200 (3) (a, d, and e) of Principal Act 

ameTt'Oea ..• >•• *•• *•• «•• ... / 

Buildings, etc., cf Stock Exchange within City to be 

deemed public buildings 8 

Saving for certain rights of gas companies 9 

Costs of Act ... ... ... ... ... ... 10 

Metropolitan Railway (additional powers) Act, 

1866, repeal of section 50 214 

Acts and documents referred to in repealed Acts to be 

read as referring to this Act 218 

Acts repealed 214, 215, 4th Sch. 

Adaptation of ways for streets. (See ** Streets.") 10 

Additions and alterations 209 

Fees on 3rd Sch., Pt. I. 

Additions— 

To exempted buildings 201, last pir. 

To cubical extent 75 

Adjoining occupier, definition of. (See " Rights.'') 5 (32) 
Adjoining owner— 

Definition of ... ... ... ... ... ...5 (32) 

Rights not affected by sanctions as to '* prescribed 

QlOvwIlCO ••• ••• ••• ••• ••• ••• A| 

Right of appeal a^inst consent to building exceeding 
maximum height ... ... ... ... ... 48 

Generally Part VIII. 87-101 

Builder desiring to build party wall on line of 
junction to serve notice on 87 (1) 

When consenting, wall may be built half on the land 
of each owner ,,, ,,. ... ... .,. ...87(2) 
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Adjoining ownrr {contimied) — ssctiok 

Expense of party wall to be defrayed by the two 

owners having regard to respective user 87 (3) 

When not consenting to party wall, external wall to 

be built wholly on land of building owner ...87 (4) 

When building owner wishes to build external wall 

entirely on his own laud he may give notice ...87 (5) 
Building owner may place footings on land of ad- 
joining owner, paying compensation 87 (6) 

Footings against wall of may be omitted 87, last par. 

May by notice require builaing owner to carry out 

certain works ... ... ... ... 89(1) 

When dilleronce arises as to works it shall be deter- 
mined in the manner provided by section 91 ...89 (2) 

Rights with respect to party fence walls 90 

Settlement of difference between building and ... 91 
May require building owner to underpin foundations 
when building within 10 feet and at lower level 

than adjoining owner's building 93 

Security to be given by 94 

Rules as to expenses in respect of party structures ... 95 

Account of expenses to be delivered to 96 

Liability as to expenses in certain cases 100 

Reservation of rights of 101 

Alteration of buildings to be in conformity with 

^^Cv ••• ••• ••• ••• ••• ••• ••• £\3 i 

Alterations to names of streets 34 

Alterations to numbering of houses 36 

Alterations to walls when taken down 208 

Alterat ons and additions — 

When not affecting party or external wall 209 

Fees on ... ... ... ... ... 8rd Sch., Pt. I. 

A )ivend7ii£7U Ad, 1898. {See ** Acts '*) 

Angles of roofs, rules as to 61 

Appeal, tribunal of. (See " Appeal, right of.") — 

Definition of ... .. ... ... ... .*. 5 (47) 

Constitution of ... ... ... ... ... ••> l'<5 

Duration of oflico of members of 176 

Removal of members of. 177 

Vacancies on ... ... ... .*• ... *•* 1^8 

Remuneration of members of ... ... ... ... 179 

Officers, servants, and offices of 180 

Council may pay cost of bupportiug decision before... 181 

May state case for High Court 182 

Rules for procedure of ... - 183 

May administer oath ,., ... ,., ,„ .,. 183 
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Appeal, tbibunal of (continued) — section 

RegalatioDS may be made by, as to procedure ... 184 

Eoforcement of decision of 185 

Payment to Council of fees paid to 186 

Expenses of, to be paid out of County Fund 186 

May order payments to district surveyor 156 

To concur in regulations as to buildings on low* 

lying land 123 

Neighbouring owners may appear before tribunal in 

appeals re lofty buildings 48 (4) 

Matters which may form subject for decision of, 5 (8), 7, 9, 
10. 11, 12. 18 (3), 13 (4), 13 (5), 16, 19, 25, 29, 41 (1) 
(ui.) (y), 41 (1) (iv.), 41 (1) (vi.), 41 (2), 42 (v.), 43 (i). 
43(iii.), 44, 46, 48 (2), 48 (4), 78, 79, 122, 123, 182, 139 
(1) (rf), 156 
Appeal, right of— 

Against district surveyor's decision as to *Mevel of 
the ground" ... ... ... ... ... ... 5 (8) 

When Council requires new buildings to be set back 

more than prescribed distance 13 (3) 

Against Council's decision as to erection of build- 
ings at less than prescribed distance from centre of 
highways ... ... ... ... ... ...13 (4) 

Against refusal of district surveyor to certify plans 

13 (5) and 19 
As to prection of buildings at less than prescribed 
distance from centre of ways not being high- 

l/V&jTS •••. ••• •«• ••• ••• ••• ••• J.O 

Against Council's decit>ion in cases under Part IT. as 

LO S1iPcLo| CLCm ••• ••• ••• ••• ••• ••• Xt/ 

Against cerliHcate by district surveyor in cases under 
Part II. as to width of way, &c 19 

Against decision by superintending architect as to 
lin« of frontage 25 

Against superintending architect's decision as to 
street in which a building is situate 29 

Against Council's decision as to space at rear when 
boundary irregular in shape 41 (1) (iii ) {g) 

Against Council s decision as to open space at rear of 
corner buildings 41 (1) (iv.) (5), last par. 

Against Council's decision in exceptional cases 
where any of the provisions of section cannot be 
applied 4l(l)(vi.) 

Against Council's decision as to provision of rqui- 
valent space where diagonal line has been drawn 
from ground level 41 (2, 2nd par.) 
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Apfkal, right of {cantinued) — ^ aKcrioK 
Against Councirs decision as to dwellings for work- 
ing classes not on public way 42 (y.) 

Against Council's decision regarding the erection of 

domestic buildings on old sites 43 (iii.) 

Against Council's decision regarding laying out 

streets on cleared areas 44 

Against superintending architect's certificate as to 

the front or rear of a building 46 

Against Council's decision regarding buildiugs ex- 
ceeding height prescribed by Act 48 (2 6) 

Against application to reverse Council's decision 48 (4) 
Against requirements as to construction of public 
buildings ..• ... ... ... ... .•> 78 

Against district surveyor's requirements when build- 
ing converted into a public ouilding 79 

Against Council's regulations, or decision by engineer, 

regarding building on low-lying land 122, last par. 

When district surveyor refuses to grant certificate as 
to sky-signs ... ... ... ... ... ... 132 

By district surveyor against decision of Council as to 
compensation where district altered or otherwise 139 (l-d) 
Appeal from County Court, rules respecting ... i68 

Applications to Council. (See also ** Council" and 
•* Consent.")— 

Approval of streets 7 

Adaptation of ways 10 and 11 

Width of way and prescribed distance 13 

As to artizans' dwellings * ... 13 and 42 

Lines of building frontage 22(1) 

Open spaces about buildings 41 and 42 

Spaces at rear on old sites 43 (ii.) 

Height of buildings 49 

Escape from high buildings 63 

Projections, bay and oriel windows, turrets, &c. ... 73 

Cubical extent 75 and 76 

Special iron and other buildings 82 

Wood and iron temporary buildings 83 

Wooden structures ... 84 

Low-lying land 122 

Time for decision extended during Council's vacation 174 

Electric com panies' buildings 203 

As to alteration of old building 207 

For retention of partially-destroyed wall ... ... 208 

Conversion of buildings 211 

Omission of footings to walls 1st Sch., Prel. 9 
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Applications to CorNOiL {coniinued) — section 

As to fire-resistiog materials 2nd Sch. 8 

Plans, &c., to become property of Council 194 

Application of penalties, provisions as to 16^ 

Application to superintending aiichitect. (See 
"Architect.") 

Approvals. (See "Consent.") 

Arbitration — 

Provision for, re dangerous structures 107 

Prescribed distance cases, amount of compensation to 
oe so vbieci oy ••. ••• ■•• ••* ••• ••• i a 

When Council requires street to be of greater width 

than 40 feet 1^(2) 

When Council requires building to be set back ... 23 
Difference between building and adjoining owner ... 91 
Court may make order, notwithstanding notice of ... 108 
Payment of expenses incurred .173(3) 

Arches— 

Party arch, definition of ^(19) 

Over public way 71 

Under public way ... 72 

Belonging to railway, rules as to / 81 

When may be pulled down and rebuilt 88 (5) 

Expenses of dealing with, as party structures 95 (1-e) 

Over or under public way, fees as to ... 3rd Sch., Pt. I. 

Architect, superintending— 

Definition of 5 (34) 

May define centre of road 5(4) 

May define general line of buildings 22 

May decide in what street a building is situate ... 29 

May define front and rear of building 46 

May modify rules as to recesses and openings ... 54 

District surveyors may appeal to, re projections 73 (6-e) 
To be satisfied of necessity for excess of cubical extent 76 
At commencement of Act to remain in office ... 186 (5) 

Power to Council to appoint 136 

May appoint deputy in certain cases 137 

To audit district surveyors' returns of fees ... ... 162 

To sign approvals of plans by Council 195 

Area — 

Definition of, applied to a building 5 (22) 

„ ,, wall or recess 54 (3) 

Rules for calculating, for fees 3rd Sch , Regs. 5 

Artisans' Dwellings. (See " Working-class dwellings.'*) 

issibTANT district SURVEYOR, appointment of 143 

Attendance AT Court, fee to district surveyor, 3rd Sch., Pt. I. 
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SECTION 

Attached buildings included in area ... Srd Sch., Regs. 5 

Balconies, constmction of 73 

Balustrades, construction of 73 

Bank op England, exempt from Parts Vf. and VII. 201 (3) 
Barge-boards— 

VTvUGl&XIjt ••• ••• ••• ••• ••• ••• ••• fO 

To dormers ... ... ... ... ... ...61 (1) 

Barriers in streets, provisions as to 199 

Base of wall, definition of ... , 5(10) 

Basements — 

Liffhting and ventilation of 40 

Rules as to ventilation of, in dwelling-houses ... 70 

Basement storey, definition of 5(12) 

Bay windows, construction, &c. , of 73 

Boundary or fmce to be included in notice under Section 

200 of Act oflB9i ... Amendment Act, 1898, 8 (2) 
Bressummer — 

Definition of ... ... ... ... ... ... 5 (7) 

Footings not required to wall on ... Ist Sch., Pre!. 9 
Rules as to ... ... ... ... ... ... 56 

Power to make byelaws as to 164(1) 

Brick walls, rules 'as to construction of ... 1st Sch., Pre!. 2 
Bridges, exempt from Parts VI. and VII. of 1894 Act 201 (1) 

British Museum, exemption of ... 202 

Builder. (See ** Notice.")— 

Definition of ... ... ... ... ... ...5 (33) 

Service of notice of objection on 150 

May appeal against district surveyor's notice of 
objection ... ... ... ... ... ... 150 

May enter to do works 192 

Penalty for refusini^ entry to 200 (11-^) 

,, neglecting to give due notices ... 200 (11-6) 
Building owner— 

Definition of 5 (31) 

Rights of, and rules relating to — 

Generally 87-101 

To underpin or repair party structure 88(1) 

To pull down party structure if out of repair ...88 (2) 
To pull down irregular partition and build party 

Intermixed property 88 (4) 

To pull down buildings, arches, or communications 

over public ways, &c., in certain cases 88 (5) 

To raise and underpin party structure on conditions 88 (6) 
To pull down party structure on conditions ...88 (7) 
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Building owner {continued) — section 

Rights of, and roles relating to — 

To cut into party structure 88 (8) 

To cut away footings, &c 88 (9) 

To cut away portions of adjoining owner's build- 
ing when overhanging ground of building 
owner ... ... ... ... ... 88 (10) 

To do other works incidental 88(11) 

Saving as to exercise of above lights in certain 

C/oovo ••• ••• ••• ••• ••• ••• Oo IXXl 

May raise party fence wall or pull down and re- 
build it as party wall 88 (12) 

Adjoining owner may require notice as to exercise by 

building owner of rights 89(1) 

Difference with adjoining owner to be determined as 

provided by Section 91 89 (2) 

Rules as to exercise of rights by aJjoiuing and ... 90 
Settlement of difference between adjoining and ... 91 
To give notice to adjoining owner as to entry to do 

vv wX IbL ••• ••• ••• ••• ••• ••• ••• V £t 

May enter premises to do work required by Act ... 92 

To underpin foundations if required 93 

To give two months' notice of his intention to build, 
&c., within 10 feet of and at lower level than ad- 
joining owner's building 93 

To give notice of intention to underpin 93 (1 1 

Security to be given by 94 

Joint expenses ... ... ... ... ... ...95 (1) 

Single expenses 95 (2) 

Account to be sent to adjoining owner 96 

Recovery of account by 98 

Until account paid, structure to belong to 99 

Notice of objection to be served on 150 

Buildings. (See also ''Domestic,'* "Public," and ** Ware- 
house buildings.") — 

Definition of new 5 (6) 

Definition of domestic 5 (26), 39 

Definition of public ... 5(27) 

Definition of warehouse 5(28) 

At less than prescribed distance from centre of street, 13-17 
Superintending architect may define general line of... 22 
Council may set back when more than half is taken 

UOW^U ••• ••• ••• ••• ••• ••• ••• aO 

Sup€rintending architect to decide in which street 
sivU&veci ... ... »tf t.. ... ... £v 

Ppen spaces about and heigl)tQf ,.* » 39-52 

X 
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Buildings {continued) — SEcnoN 

Courts within, dimensions of 45 

Ventilation of courts within 45 

Superintending architect may define front and rear of 46 

Limitation of height 47 

Exceeding prescribed height of 48 

Height of, erected in street formed before August, 

XOwA ■•• ••• ••• ••• .••• ••• ••• 4«7 

Rules as to construction of 53-81 

Separation of ... ... ... ... ... ... 74 

Cubical extent of 75 and 76 

As to uniting 77 

Converted into public buildings 79 

Under railway arches 81 

Special and temporary 82 and 83 

Building owner to underpin adjoining owner's 

building 93 

Near dangerous and noxious businesses ... 118 and 119 

On low-lying land 122 

To be supervised by district surveyor 138 

When fees to be paid . 157 

May be demolished and sold if Act contravened ... 170 
Of historical interest may be restored as before ... 191 

Penalty as to improper conversion of. 200 (12) 

Exemptions from operation of Act 201 

Government, exempted from operation of Act ... 202 

Electric lighting companies* 203 

Exemption of Inns 01^ Court 204 

Duration of exemption of 206 

Not to be altered unless in conformity with Act ... 207 
When remainder of party wall to be removed ... 208 

Additions, &c., to be subject to Act 209 

As to repair of 209 

When erected before commencement of Act 210 

Rules as to conversion of 211 

In progress or under contract may be completed in 

accordance with previous Acts 212 

To be enclosed with walls IstSch. 

Fees on new 3rdSch., Pt. I. 

On low-lying land, fees for 3rd Sch., Pt. III. 

And premises of Stock Mcchange to be deemed public 

buuding Amendment Act, 1898,8 

Byelaws— 

Power to Council to make 164 

To be confirmed by Council 164(3) 

To be allowed by Local Govemmewt jjoaiJ ,,, 164 (3) 
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Btelaws (continued) — section 

Notice to be inserted in '' London Gazette"... 164 (4) 

Copy of proposed byelaws to be sent to local 
autborlty, tne Ecclesiastical Commissioners, Royal 
Institute of British Architects, Surveyors' Institu- 
tion, London Chamber of Commerce, and Institute 

of Builders 164(4) 

When allowed, to be published in "London 
Gazette" ... ... ... ... ... 164(5) 

Of no effect in City in certain cases 165 

Under existing Act to remain in force until repealed 216 
May be made as to — 

Foundations and sites of buildings ... ... 164 

Plans of new streets and buildings 164 

Forms of notices, &c 164 

Mode, &c., of filling up foundations ... ... 164 

Thickness of walls ... ... 164 

Size of bressummers 164 

Joists of floors ... 164 

Protection of ironwork in buildings 164 

Woodwork in external walls 164 

Plastering ... ... ... ... ... ... 164 

Excavations, &c., outside a building 164 

Lamps, &c., not in City 164 

Escape from fire in lofty buildings 164 

Duties of district surveyors 164 

Deposit of plans with district surveyors ... 164 

Regulation of amount of fees 164 

xenaLCies ... ... ... •«. ... ... 104 

Dispensation with a byelaw 164 (2) 

Calculating AREA for purpose of fees ... 3rd Sch., Regs. 5 
Canal companies, when exempt from, operations of 

Parts VI. and VII. of 1894 Act 201 (8) 

Candidates for office of district surveyor 140 

Casks, rules as to storing 197 

Cattle mabkets. Metropolitan and Deptford, exempt 

from Parts VL and VIL ... • ... ... 201(7) 

Centre op roadway — 

Definition of ... ... ... ... ... ... 5 (4) 

Architect may define 5 (4 

Erection of buildings or structures at less than pre- 
scribed distance from V6 

Greater distance than 20 feet from, may be re- 
Q uireci ... ... ... ... ... ... ...xo^i 

As to erection of buildings at less than prescribed 
distance from centre of ways, not being highway?!...! 6, 17 
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CbRTIFICATB — SECTION 

Of Council as to means of escape in case of fire ... 63 
Of district surveyor as to dangerous structures ... 105 
Of engineer as to buildings on low-lying land ... 122 

As to sky-sign erected after 1893 129 (3) 

Certified plans — 

Of buildings within prescribed distance ... 13 (5) 

Of domestic buildings on old sites 43 

Fees to district surveyor for 3rd Sch., Ft. I. 

Chambebs — 

Each set of, fee not to be cliarged for, as a separate 

buildinff 74 (3, last par.) 

Fee payable in respect of building divided into 
separate sets of, or tenements divided by party 

structures ... 3rd Sch., Pt. I. 

As to construction of buildings containing ... 74 (3) 

Change OF OFFICE of district surveyor 141 

Chapels. (See ** Churches.") 

Chargino orders 116 

Chases in party walls, rules as to 60 

Chief ENGINEER. (See " Engineer.") 122 

Chief officer of Fire Brigade to be satisfied in cases 

of excess of cubical extent 76 

Chimney pot, no fee to be charged for fixing 

3rd Sch., Regs. 2. 

Chimney shafts— 

Construction of ... ... ... ... ... ... 65 

Fees respecting 3rdSch, Pt. I. 

Chimney top, fee not to be charged for ... 3rd Sch., Regs. 3 

Chimneys and flues — 

Chimneys on corbels 64 (1) 

Angles of... ... ... ... ... ... ...64 (2) 

Soot doors in, to be 15 ins. from woodwork 64 (2) 

Arch, or bar of iron, to be built over opening to ...64 (3) 

Abutments of, to be tied in 64 (3) 

Flues for oven, furnace, j&c, to be surrounded with 

8i in. brickwork 64 (4) 

Flue for steam boiler, &c , to be 20 ft. in height 

from level of floor 64 (5) 

Flues to be pargeted inside and outside 64 (6) 

Position and coui'se of flue to be shown outside ...64 (7) 

Jambs to be 8^ ins. wide at least 64 (8) 

Breast of chimney to be at least 4 ins. thick 64 (9) 

Back of fireplace in party wall to be 8^ ins. thi' k 64 (10) 

Thickness of upper side of flue 64 (11) 

To be carried up 8 ft. above roof 64 (12) 
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Chimneys and flubs {contvMied) — section 

Top six couises of chimney to be built in cement 64 (13) 

Height of... ... ... ... ... ... 64(14) 

Stone slab to be in front of chimney openings 64 (15) 

Stone slab to be laid on stone or iron bearers 64 (16) 

Hearths to be bedded on brick or stone, &c.... 64 (17) 

Flue next party wall to be built with 4-in. brick- 

^vOFK ... ... ... ••• ... ... 04 ^AOy 

Breast in party walls not to be cut into without 

certificate 64 (19) 

Shaft, breast, &c., not to be cut into except for pur- 
poses of repair or as specified 64 (20) 

Timber or woodwork near 64(21) 

Wooden plugs not to be driven within 6 ins. of 64 (22) 

Fees relative to 3rd Sch., Pt. I. 

Churches and chapels — 

To be considered to be " public buildings" 5 (27) 

Exempted from rules as to height of buildings ... 47 

Staircases, corridors, &c., of 80 

City. (See also * * St. Paul's. ")— 

Saving of existing rights 4 and 215 

Saving ai to provisions relative to height of working- 
class dwellings in certain streets 

Amendment Act, 1898 4 
Saving as to powers wUh respect to notices relating to 
dangerous structures. Amendment Act, 1898, 5 {last par.) 

Definition of 5 (43) 

Exemption of buildings of City authorities ... 201 (2) 

Exempt from rules regarding lines of frontage ... 30 
,, „ as to formation of streets... 9(4,5) 

, , , , temporary wooden structures 

84 (2, last par.) 
,, byelaws as to lamps, signs, &c. 161 (1) 

,, byelaws to be made by Council ... 165 

,, provisions as to obstructions in 

8XF661S... ... «*• ... ... Xt7*7 

City Commissioners of Sewers— 

Definition of ... ... ... ... ... ...5 (46) 

To control sky signs in City 135 

Expenses of, in relation to sky signs 135 

To control dangerous structures in City 104 

Cleared area, as to rebuilding on 44 

Close FIRES, rules as to 66 

Commencement of 1894 Act 8 

Commencement of IS98 Act ... Amendment Act, 1S9S 2 

Commencement of street, evidence of 8 
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SECTIOK 

C0MPAVIB8. (See aldo Railway, Dock, and Canal 
Companies.) — 

Baildings of electric companies 203 

Saving as to gas companies 205 

Compensation — 

Where street required by Council to be widened, kc, 15 

For setting back buildings in certain cases 23 

Where footings on land of adjoining owner 87 (6) 

Completed BUILDING, notice of irregularity as to ... 152 

Completion of buildings in accordance with contract ... 212 

Concrete buildings — 

Fees in respect of 3rd Sch. , Pt. I. } 

Thickness of walls of Ist Sch., Prel. 3 

Conditions — ! 

May be attached to consents to frontages 26 

May be annexed to consent 190 

Power to waive 15(2) 

Penalty for non-compliance with 200 (10) 

Consent of Council. (See also ** Council" and 
** Applications.")— 
Extension of period for giving consents, &c., expiring 
in vacations ... ... ... ... ... ... 174 

Power to annex conditions 190 

To advanced frontage not to affect general line ... 27 

To be signified in writing 195 

Where given under old Acts to remain in force 216 

Conservatories, when windows may open into. (See 

also "Greenhouses.") 70 (1) (c) 

Conservators of River Thames, exemption of certain 

buildings belonging to 201 (8) 

Constitution of Tribunal of Appeal 175 

Construction — 

Of buildings, rules as to 53 to 86 

Of public buildings 78 

Of walls, rules as to 53 & 1st Sch. 

Of projections, rules as to 73 

Of projections, architect to determine differences 73 (6-e) 

Continuing offence 164, 200 

Contract entered into before passing of Act 212 

Conversion of— 

Houses into public buildings 79 

Buildings, rules as to 211 

,, penalty for infraction of rules as to 200 (12) 

Coping, rules as to construction of. 73 

Copper, fee for superintending fixing of ... 3rd Sch., Pt. III. 
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Corbels— section 

District surveyor may require additional 56 (1) 

Bressummers bearing on party walls to be borne by 56 (4) 
May be constructed of stone, iron, or vitrified 

stoneware 56 (5) 

Rules as to chimneys built on 64(1) 

Corner buildings — 

As to space to be left at rear of 41 (iv.) 

Saving as to height in certain cases 49 

Cornices, rules as to construction of ... ... ••• 73 

Cornwall, Doehy of, exemption 202 

Corporation, definition of. 5(44) 

Costs — 

Of district surveyor may be paid by Council ... 159 

Of obtaining Act 189 

Of obtainingy dfcc, Amendment Acl^ 1898, to he paid 

by Council Ame7idvu7it Act^ 1898 10 

Recovery of ••• ... 166 

Security to be given by building and adjoining owner 94 

Council. (See also ** Applications^' and *' Consent") — 

Definition of 5(41) 

May alter district surveyors' districts 189 

May pay salaries to district surveyors 158 

May take proceedings on behalf of district surveyor 159 

May pay district surveyors' costs 159 

District surveyor to notify irregularities to 163 

Power to make byelaws ... 164 

May demolish irregular buildings and sell materials 170 
May have further time for decision during vacations 174 
May defray expenses of supporting decisions before 

tribunal of appeal 181 

To seal all orders 187 

May annex conditions to consent in lieu of refusal ... 190 

Plans deposited with, to be property of 194 

To signify approval in writing 195 

Exemption of public buildings belonging to .. 201 (5) 

May i>ermic retention of remainder of wall where 

partially taken down 208 

Dangerous structures, fees payable to... 3rd Sch., Pt. IV. 
Neglected structures, fees payable to ... 8rd Sch., Pt. IV. 

Counting-houses not domestic buildings under Part V. 39 

County court — 

Power to appeal from decision of 168 

Power to appeal to 91 (2) 

Jurisdiction of 91 (2) 

May fix security to be given by building owner ... 94 
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County court (continued)— SftCTioK 
May give consent if owners not to be found 196 

Court, fee for district sarveyor attending at 3rd Sch., Pt. I. 

Courts within a building 45 

CovENT Garden markct, buildings exempt ... 201 ^6) 

Cross walls. (See ** Walls.")— 

Definition of ... ... ... ... ... ...5 (17) 

Rales as to 1st Sch., Misc. 1 

As to recesses and openings in.. ... Ist Sch , Misc. 1 

When they become external walls ... 1st Sch., Misc. 2 

Cubical kxtent. (See also *'0|X!nii>gs iu party and ex- 
ternal walls.*')— 

Definition of 5 (24) 

Separation of buildings 74 

Rules with respect to 75 

Restrictions not to apply to certain manufactures and 

vi cftUwli ••• ••• •■• ••• ••• ••• ••• fil 

Power to Council to con lent to larger dimensions ... 76 
No building of class specified to exceed 450,000 
cubic feet ... ... ... ... ... ...76 (i.) 

Excess of, buildings not to exceed 60 feet in height 76 (ii. ) 

Restrictions on use of buildings 76 (iii.) 

Consent to continue in force only during time build- 
ing used for purpose for which granted ... 76, last i>ar. 
Superintending architect and chief officer of Fire 
Brigade to be satisfied in cases of excess of ... 76 
Dangerous businesses. (See also ** Noxious busi- 
nesses.*')— 

Definition of 118 (4) 

Regulations as to buildings near 118 

Gas works and distilleries exempted .. 121 

Penalty for erection of buildings near ... 200 (7 and 8) 

Dangerous structures — 

As to service of notices, Ac, Amendment Act, 1898 5 

Meaning of expression ''structure" 102 

When survey to be made 103 (1) 

Meaning of expression ''district surveyor " ... 103 (2) 

District surveyor to send to Council intimation of 103 (3) 
Power to district surve^'or to enter for survey 103 (4) 

Within City, to be controlled by Commissioners of 
sewers ... ... ... ... ... ... .*. Jw% 

Certificate to be given by district surveyor 105 

Notice to be given by Council to owner to shore, &c. 106 
Proceedings to enforce compliance with notice ... 107 
Council may take down, &c., if owner neglect 107 (1) 

Owner may require arbitration ... 107 (1, last par.) 
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DanoKrous structures (cantintied)-^ section 

Procedare in case of arbitration 107(2) 

Arbitrator to make award within 14 days 

107 (2, last par.) 
Goancirs notice as to, may be confirmed^ discharged, 

or amended by arbitrator 107 (3) 

As to payment of costs of arbitration 107 (4) 

Where danger imminent, Council may obtain order 

to take down or repair structare 108 

Court may make order to demolish notwithstanding 

arbitration ... ... ... ... ... ... 108 

Liability of owner to piy expenses of Council 109 (1) 

Recoupment of expenses where owner not to be 

found ... ... ... ... 109 (2) 

Power to Council to enter upon land and take down 

and remove materials of structures when sold ... 110 
Council to have charge upon land if proceeds of sale 

insufficient to recoup expenses Ill 

Recovery of expenses from ownf'r if property not 

sold or proceeds insufficient to defray costs ... 112 

Fees to district surveyors under Part IX 113 

Council may pay special fee to district surveyor 113 (2) 
„ recover special fees from owner 113(3) 

Power to remove inmates from 114 

Provisions as to enforcing repayment of expenses ... 116 

Register to be kept b^ Council 116(3) 

Fees payable to distnct surveyors ... drd Sch., Pt. II. 
„ Council ... 117 and3rdSch., Pt. IV. 

Decisions by superintendikg architect. (See 

" Architect.")- 
Decisions by Council. (See also ''Council.'*)— 

How to be signified 195 

Extension of time during vacation 174 

LyEFINITIONS ... ... ... ... ... ... ... *) 

Demolish buildings, Council can proceed to, and sell 

maLei laio ... ... ... ... ... ... x/i/ 

Deputy district surveyor, appointment of 142 

Deputy, for superintending architect ... 137 

Deviation from certified plans 13 (5) and 43 (2) 

Diagonal line. (See " Open spaces about buildings.") 41 
Differences — 

As to construction of projections 73 (6-e) 

As to construction of public building 78 

Between building and adjoining owners 89 (2) and 91 
As to account between building and adjoining owners 97 
As to payment of expenses by owner 173 (3) 
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Dflapidated buildings— section 

Rales as to ... ... ... ... ... ... 115 

Fees on 3rd Sch., pt. IV. 

Disagreement. (See * * Differences. ") 

Distilleries exempted from certain provisions 121 

District surveyor — 

Definition of ... ... ... ... ... ...5 (35) 

To certify plans of building on old sites 13 (5) and 43 (1) 
Not to charge separate fee for inspection of each set 

of chambers in a building 74 (3, last par.) 

Definition of, in relation to dangerous structures 103 (2) 

,, „ y, sky-signs 126 

Duties of, with regard to sky-signs and rules as to 

same 126, 129, 130, 131, 132 

To supervise buildings 138 

Council may alter district of 139 (1) (a) 

„ ,, dismiss or suspend 139 (1) (6) 

a )) appoint 139 (1) (c) 

,, ,, pay compensation to 139 (1) (of) 

„ „ appoint assistant 143 

M » pay salary to 158 

,, ,, proceed on behalf of, or pay costs of ... 159 
May appeal against decision as to compensation 139 (1) (d) 
At time of commencement of Act, to continue in 
omce ... ... ... ... ... ... j.t}9 ( M ) 

Examination of candidates for office of 140 

Council to approve situation of office of 141 

Change of office to be notified to local authority ... 141 
May appoint deputy, with Council's consent ... 142 

Not to supervise his own work 144 

Notices to ... ... ... ... ... ... 145 

To enforce observance of Act 146 

Notice to be evidence of intended works 147 

Power of entry to 148 

Notice of objection by 150 

,, in cases of iiTegularity 151 

,, in cases of irregularity after completion ... 152 
May take proceedings on non-compliance with notice 153 

Special and ordinary fees to 3rd Sch. and 154 

Compensation to be paid to, if fees reduced ... 154 (2) 

Foes of, relative to formation of streets 155 

„ relative to line of frontage 155 

Not to charge fee, re fixing chimney pot 3rd Sch., Regs. 2 
Not to charge fee re repair of chimney tops or parapets, 

except in certain cases ... 3rd Sch., R?^. 8 and 4 
To be paid for evidence on appeal 156 
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District Surveyor (coTUimt^d) — section 

When entitled to fees 157 

Returns by ... ... ... ... ' ... ... 160 

Return to be certificate that work is iu accordance 

^v 1 vU A.Cv ... .*■ ... ... ••• ... JLO-L 

To have notice when wall to be thickened 

lstSch.,Prel. 11 

Monthly returns of fees to be audited 162 

To notify to Council actual or probable irregularities 163 
Legal proceedings may be continued by successor ... 167 
Limitation of time for proceedings, when notice not 

ICLVOU ••• ••• ••• ••• ••• ••• ••• L vO 

Penalty for refusing to admit 200 (11-c) 

Fees to be paid to 3rd Sch., Pte. I., II , III. 

Division of Act into parts 2 

Dock Companies — 

Exempt from rules as to wood stores 197 (6) 

Exemption of .. 201 (9) 

Documents, &c., deposited to become property of Council 194 

Domestic building. (See also "Habitable rooms.")— 

Definition of 5 (26) and 39 

Counting-houses and offices not to be included as ... 39 

On old sites, saving as to 43 

District surveyor to have plans of when on old 

SlvvH .*• ... ... ... ... ... ... 40 

Saving, when stables at rear 52 

Plane of roof 61 (3 and 4) 

Doors of public buildings, rules as to 80 (e) 

Dormers — 

Construction of ... ... ... ... ... ... 61 

Party wall to be carried above 59 

May extend above diagonal line ... 41 (1) (iii.) (e) 

Duration— 

Of office of members of Tribunal of Appeal 176 

Of exemption of buildings 206 

Dwelling-houses. (See *' Open spaces about build- 
ings*' and "Domestic buildings.") — 

Definition of 5 (25) 

For working classes, within prescribed distance 

13 (5) and Amendment Act 4 
For working classes, re-erection of, by local authority 51 

On low-lying land 122-124 

Conversion of 211 

Thickness of walls of 1st Sch., Pt. I. 

Piers in walls of 1st Sch., Pt. I., 10 

Easements not to be interfered with 101 
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Ecclesiastical Commissioners — section 

Proposed byelaws to be sent to ... ... 164 (4) 

Electric Ck)MPANiB8* building. (See also " Cubical 
extent.")— 

To be deemed special buildings 203 

Council may sanction greater dimensions than 250,000 

cubic feet for 203 

Council may exempt from any provisions of Act ... 203 
Electricity, as to exemption of certain buildings used 

for generating 75 and 203 

Embankment walls, &c. Exempt from Parts VI. and 

VII. of Act 201(1) 

Emergency works may be commenced without notice 149 

Enactments repealed 214, 215, 4th Sch. 

Engineer of Council to decide as to buildings on low- 
lying land. (See also '' Low-lying land.") ... 122 
Entry of building — 

By building owner to do certain work 92 

By district surveyor to inspect 103,148 

By owner or builder to do work 192 

By Council 107, 110, and 170 

Escape from high buildingj, means to be provided for ... 63 
Evidence — 

As to commencement of street 8 

Notice of intended work, to be taken as 147 

Before Tribunal of Appeal, payment for 156 

Examination of candidates for oflRce of district surveyor 140 
Excess of openings and recesses— 

AiUies ... ... ... ... ... ... ... */'z 

Provisions as to cross walls Ist Sch., Misc. 1 

Excess of cubical extent. (See '* Cubical extent.'*) 
Exemption from certain provisions of the Act — 

xjreneraL >•• ... ... ... ... ••> ... ^vi 

Railway companies as regards formation of streets ... 20 
,y ,, as to general lines of frontage ... 31 

,, ,, as to special and temporary 

buildings 86 

Buildings belonging to School Board in certain cases 21 
,, erect^ on land previously occupied by 

buildings 22 (2) 

Certain buildings, re cubical extent 75 

As to open spaces at rear of buildings where houses 
abut on River Thames or a public park, &c. 

41 (2, last par.) 
As to height of buildings in certain case^ where 
habitable rooms in top storey affected 50 
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Exemption from certain provisions of the Act section 

(continued) — 

Domestic buildings with stables at rear 52 

Low pressure steam and hot-water pipes 66 

Gas works and distilleries, from rules as to noxious 
businesses ... ... ... ... ... ... 121 

Hoardings in certain cases 84 (1) 

•Wooden structures erected for use by builder ...84 (2) 

Timber stacks from rules as to wooden structures ... 85 
Bridges, piers, jetties', and embankment retaining, 

wharf or quay walls 201(1) 

Mansion House, Guildhall, and Royal Exchange 201 (2) 
Bank of England, buildings within the City... 201 (3) 

Exhibition of 1851, buildings on lands belonging to 

Commissioners 201 (4) 

Sessions House at Old Bailey and other Sessions 
Houses or public buildings belonging to or occu- 
pied by justices of the peace of Middlesex, London, 
and City, the London County Council, or the 

Middlesex County Council 201 (5) 

Covent Garden Market 201(6) 

Metropolitan and Deptford cattle markets ... 201 (7) 

Thames Conservancy, workshops and stores... 201 (8) 

Railway, dock, and canal companies 201 (8, 9) 

Buildings and structures of specified area and height 

201 (10-12) 
Railway, dock, and canal companies as to storing 

tt OOU •«• ••• ••• ••• ••• ••• ••• Xv/ 

Party fence walls 201 (13) 

Detached greenhouses 201 (14) 

Woodwork of attached greenhouses 201(15) 

Metal, &c., cases to windows ... , 201(16) 

Openings in walls, for ventilating valves ... 201 (17) 

Government buildings 202 

Metropolitan Police buildings 202 

British Museum, buildings vested in trustees of ... 202 

Duke of Cornwall, buildings vested in 202 

Certain buildings for the supply of electricity from 
Parts v., VI., and VII., and Sch. 1 and 2 ... 203 

Inns of Court, &c. 204 

Gas companies in certain cases 201 (8) and 205 

Duration of exemptions, generally 206 

Exemption of City— 

Generally... ... ... ... ... ... ... 4 

General lines of buildings 30 

Lamps and signs, byelaws as to 164 
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9 (4, 5) 


... 84 


... 165 


... 199 
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Exemption of City (contimied) — 

Formation of streets (certain conditions as to) 

Construction of wooden structures 

Byelaws in respect of exempted matters 

Obstructions in streets 

Buildings of certain class 201(2,5) 

Working-class dwellings vnthin prescribed distance 

Amendment Act, 1898, 4 

Exhibition of 1851, exemption of buildin^^ on lands 

belonging to Commissioners 201 (4) 

Existing— 

Superintending architect to remain in office... 136 (5) 

District surveyors to remain in office 139 (2) 

Buildings not to be altered without consent of 

. Council unless in conformity with Act 207 

Timber stores, provisions as to ; ... 197 

Contracts, provisions as to ... 212 

Officers to continue in office 217 

Expenses. (See also " Dangerous Structures," *' Build- 
ing owner,** and ** Adjoining owner.") — 

Payment by owner of expenses under Act 173 

Payment by occupier of expenses under Act 173 

Rules for settlement of difference as to ... 173 (3) 

Of obtaining Act, how to be borne 189 

Of obtaining Amendment Actj 1898, to be borne by 

Council A'inendmeni Act, 1898, 10 

Extension of term for Council's decision during vaca- 

vI>i/Xl • • • ••• ••• ••• ••• •«• ••• Xf^ 

Extent of Act 4 

External staircases, steps and landings 73 

External wall — 

Definition of ..^ ... ... ... ... ...5 (15) 

Distance from centre of roadway ... 10 (4) and 13 

Distance of, from ways not being highways 16 

Footings may be omitted in certain cases 87 (6) 

As to recesses and openings in 54 

Xl|IJl(/vf Xu • « • ••• ••• ••• ••• ••• •■• 00 

X oI^&llvvO vO ••• ••• ••• ••• ••• ••• 0/ 

Projection of shop fronts ...73(3) 

Openiogs in, if buildings would thereby exceed in 

extent 250,000 cubic feet 77(3) 

Repairs when not affecting 209 

Thickness of 1st Sch. 

Height of. Ist Sch., Prel. 7 

Facias, construction of .., , 73 
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Fees — section 

Not to be charged for each set of chambers 74 (3) 

To CoQDcil on special and temporary buildings ...82 (4) 
To district surveyors in respect of dangerous struc- 
tures 113, 3rd Sch., Pt. II. 

To Council for dangerous structures 117, 3rd Sch., Pt. IV. 

Special and ordinary 154 

Compensation to district surveyors for reduction 

OX ••• ••• ••• ••• ••• ••• Xtl^ \m| 

To district surveyor in relation to streets, &c. ... 155 

To district surveyor for evidence, before Tribunal ... 156 

When district surveyor entitled to 157 

District surveyor to make return of 160 

Return to be audited by architect 162 

Byelaws may be made by Council regulatiDg amount 

vA ••• ••• ••• ••• ••• ••• ••• JL04 

Paid to Tribunal of Appeal, to be paid over to 
L/OunciJ... ... ... ... ... ... ... 186 

Rules for calculating area with reference to 

3rd Sch., Regs. 5 

To district surveyors generally 154 and 3rd Sch. 

,, ,, on new buildings 3rd Sch., Pt. I. 

„ ,, on additions and al- 

terations ... ... ,, 

,, ,, on chimneys and flues ,, 

,, „ on removal of chim- ,, 

ney breast ,, 

,, ,, for certifying plans of ,, 

old building ... ,, 

,, ,, for attendance at ,, 

court ... ... ,, 

, , , , on public build ings ... , , 

,, ,, on concrete buildings ,, 

,, ,, on buildings divid^ 

into separate sets of 

chambers ,, 

,, „ arches orer or under 

public way ... ,, 

„ ,, openings in party 

,y ,, cbsing of openiogs in 

. party wall ,, 

,, „ wooden structures or 

stands ... ... ,, 

,, ,, on dangerous struc- 

tures ... drd Sch., Pt. II. 
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Fees (continued^ — section 

To district sanreyors for special services 3rd Sch., Pt. III. 
„ t, for floors and {Mtrti- 

tion walls ,, 

ft ,, in respect of oriel 

windows 

for buildings on low- 
lying land 

fixing of steam pipes, 
**c ••• ••• .., 

fixing of oven, copper, 
steam boiler or 
srove ••• ••« ff 

,, „ on dilapidated and ,, 

neglected buildines 3rd Sch., Pt.IV. 
,, „ in respect of works 

to a party wall to 
comprise fees pay- 
able in respect of 
both sides of the 

wall 3rdSch.,Regs. I. 

,, ,, not to be charged for 

fixing chimney pot ,, 

„ ,, not to be charged for 

chimney tops in 
certain cases ... „ 

,, ,, not to be charged for 

repairs to parapets ,, 

Fciice or boundary to be included in notice under Section 

200 of Act of lS9i Amendment Act, 1898 3 (2) 

Fire— 

Means of escape in case of, to be provided in every 

new building exceeding 60 feet 63 

Trap door to be provided to roof in certain cases ... 61 
Storeys in domestic buildings above 60 feet in height 

to be constructed of fifs- resisting materials ... 6*2 

Accesses and stairs in pablic buildings and buildings 
of more than 125,000 cubic feet, to be us^d for 
separate families, to be of fire- resisting materials... 68 

Separation of buildings 74 

Cubical extent of buildings 75 

Power of Council to consent to larger dimensions ... 76 

Rules as to uniting buildings 77 

Construction of public buildings 7H 

Conversion of houses into public buildings 79 

Staircases in churches, public hallfi, &• 80 
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FirK {continued)^ sfction 

Byelaws may be made by the Council as to means of 

escape in case of ... 164 (1) 

Fire Bbioadis, chief officer of, to be consulted 76 

Fl£B-RESISTING MATERIAL — 

Definition of ... ... ... ... ... ...5 (36) 

What deemed to be ... ,^ 2nd Sch. 

First storey, definition of 5 (13) 

Flagstaffs not sky signs unless used for advertise- 

mems ... ... ... ... ••* «*• ..* i. £0 

Floors and partition walls— 

Fees for 3rd Sch., Ft. III. 

Of habitable rooms over stables 70 (l^) 

Ventilation of basement of dwelling house ... 70 (Id) 

For buildings exceeding 10 squares, and used partly 

for trade purposes 74 (2) 

In buildings exceeding 25 squares, and containing 
separate sets of chambers, to be fire resisting ...74 (3) 

Above furnaces and ovens 67 

Of public buildings 78 and 79 

Flues and chimneys. (See '* Chimneys and flues.") 
Footings. (See also " Walls.")— 

Compensation to be paid to adjoining owner when 

placed on his land 87(6) 

Ot walls, rules Ist Sch., Prel. 9 

May, with consent of Council, be omitted in certain 

cases ... 1st Sch., Prel. 9 

Of walls may be omitted in certain cases 87 (6) and 

1st Sch , Prel. 9 
Not required to walls on bressummers 1st Sch., Prel. 9 
Forfeiture of licence for sky signs in certain cases ... 133 
Formation of streets. (See •* Streets.") 

Foundation, definition of 5 (9) 

Front of building, superintending architect may decide 

vV U £w JJ Mm9 ••• ••• ••• ••• ••• ••• Tlw 

Frontage. (See ** Lines of building frontage.") 

Furnace chimney-shafts, rules as to construction of... 65 

Furnaces, construction of floors over 67 

Gas companies— 

Existing powers of, 205, and Amendmeivt Act, 1898 . 9 

Buildings exempted in certain cases 201 (8) 

Gas works not deemed dangerous or noxious businesses 121 
General line of buildings. (See '* Lines of building 
frontage.") 

Goysrnmsnt buildings, exemption of 202 

Gradient of new street not to exceed 1 in 20 9 (6) 

Y 
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SECTIOK 

Greater distance than 20 feet from centre of street may 

be required by Coancil 13 (2) 

Greater width than 40 feet may be required by Cbnncil 12 
Greenhouses, certain exemptions in relation to. (See 

also "^Consenratories.")— ... ... 201 (14 and 15) 

Ground storey, definition of 5(11) 

Guildhall — 

Definition of ... ... ... ... ... ...5 (45) 

Exemption of 201 (2) 

Habitable rooms— 

Definition of ... ... ... ... ... ...5(38) 

When windows of open into coart 45, 2nd Par. 

Rules as to ... ... ... ... ... ... 70 

Height of 70(1*5) 

Windows in 70 (l-«) 

Over stables 70(l-e) 

Hearths, rules as to 64 

Height, definition of 5 (21) 

Height of Buildings. (See also ''Open spaces about 
domestic buildinsa.") — 
Working-class dwellings within prescribed distance 

13 (5), 2nd par., and Ainendment Act, 1898 4 
In relation to space at rear of domestic buildings ... 41 

XjlUlliv OI ••• ••• ••• ••• ••• ••• ••• 4/ 

J2iJLCw90 XU««« ••• ••• •«• ••• ••• ••• 40 

Notice of consent to additional height to be published 48 

Appaal against decision of Council as to 48 

Where street formed before 7th August, 1862 ... 49 
Exemptions when habitable rooms afiec ted ... ... 50 

Height of external and party walls. (See also 
* 'Walls.")— 
Rules as to ... 1st Sch., Prel. 7 

Height of external party wall above roof 59 

Height of hoardings 84 

Height of parapets to external walls 57 

Heigh r of party walls — 

How to be measured 1st Sch., Prel. 7 

Restriction as to storeys over 10 feet ...1st Sch., Ft. I. (11) 

Height OF ROOMS ... " ... 70 (1) (o, 6) 

Height of storeys. (See *• Piers.")— 

Rules as to 1st Sch., Pre). 6 

Exceeding 16 times prescribed thickness of walls — 

rules as to piers 1st Sch., Pt. I. (10) 

In Warehouse where wall is less in thickness than one- 
fourteenth part of height of storey Ist Sch., Pt. II. (121) 
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SECTION 

Height op topmost storey may be increased to bring 

it into conformity with Act 50 

Heioht of wood stacks, &c., rules as to 107 

Height of working-class dwellings in certain streets 

Amendment Act^ 1898 4 
HiOH BUILDINGS, means of escape to be provided from ... 63 

High pressure, meaning of 66 

Historical buildings, saving as to 191 

Hoardings, exemption of 84 (1, 2) 

Hollow walls, rules regarding 1st Sch., Prel. 5 

Home or Hotel, a public building in certain cases ...5 (27) 
Horizontal line. (See * * Open spaces about buildings.") — 

How to be drawn 41 (1) (iii.) (a, &, c) 

Hotel. (See *• Home.") 
Hot water pipes — 

Fees for inspecting fixing of 3rd Sch., Ft. I. 

Rules as to ... ... ... ... ... ... 66 

Houses, numbering of 36 to 88 

Housing of working classes. (See ** Working-class 

dwellings.") 
Increasing thickness of walls by piers. (See " Piers.") 

Inhabited, definition of 5 (37) 

Inns of Court, &c. — 

Exemption of ... ... ... ... ... ... 204 

Subject to provisions of Part III. in certain cases ... 204 
Institute of Builders, proposed byelaws to be sub- 
mitted to ... ... ... ... ... 164 (4) 

Intermixed property, rights of building owner 88 (4) 

Iron buildings. (See " Special and temporary buildings.") 

I RREGUL ARITIES — 

District surveyors to notify to Council certain ... 163 
Notice of, to be given by district surveyor to builder 161 
After completion, rules as to notices to amend ... 152* 
After completion, proceedings on i^on-compliance ... 153 
Jambs — 

Rules as to ... ... ... ... ... ...64(8) 

Not to be cut into except for repair, &c. ... 64 (20) 

Jetties, exempt from operation of Parts YI. and VII. 201 (1) 
Lamps, signs, &c., outside City, byelaws may be made 164 (ij 
IjANtern light, &c., party wall to be carried above ... 5v 

IiEGAL proceedings — 

General rules 166 

May be continued by successor to district surveyor... 167 

May be taken by Council for district surveyor ... 159 

Length of walls. (See " Walls.") ... 1st Sch., Prel. 8 
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SECTION 

Level of the ground, definition of 5 (8) 

Level of new street not to rise more than 1 in 20 ... 9 (6) 

Liability of— 

Adjoining owner for certain expenses 100 

Building owner in case of injury 93 (4) 

Licence — 

For dwelling houses on low-lying land 122 

For wooden structures 84 

For sky signs, forfeiture of in certain cases 133 

For temporary buildings, <ke», amendment of penal 
section tn Principal Act Amendment Act, 1898 6 

Lifts, rules as to recesses formed for 54 (2-6) 

Lighting and ventilating. (See '* Basements," 
'* Habitable rooms," and " Staircases.' ) 

Lights, saving as to, in party walls 101 

Limitation of time. (See '*Time limit.") 

Lines of building faontage — 

Applications to be made for Council's consent ... 22 

Superintending architect may decide 22 

Of buildings when taken down '^8(1) 

Compensation for setting back buildings 23(2) 

Notice of decision to be given to certain parties ... 24 
Appeal against superintending architect's certificate 25 

Conditions may be attached to consent to 26 

Consent not to afiect general line 27 

Register of consents to be kept 28 

Provisions as to not applicable within the City ... 30 
Not to affect powers of railway companies under 

BOwl/lflvi jCVvvO ••• ••• ••• ••• ••• ••• OX 

Fee by Council to district surveyor in respect of ... 155 

Procedure by local authority 171 ! 

Penalty for erection of buildings in advance of, or j 

for infraction of conditions 200 (3-a) | 

Inns of Court subject to provisions of Part III in 

respect of building or land abutting on public way 204 
Local authoeitt — 

Definition of 5(42) 

Saving powers to widen streets in certain cases ... 6 

,, „ as to paving by 213 

To be consulted when Council requires greater width 

than 40 feet for a street 12 

To have notice of Council's intention to consent to 

buildings within prescribed distance IS (4) 

May appeal against superintending architect's certifi- 

ca le ... ... .(• ,., ,,. ,,, ,,, £Q 
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Local authority (continued)— section 

Saving as to open f«pace in re-erection of working- 
class dwellings erected before passing of Act by ... 51 
To have notification as to office of district surveyor 141 
Byelaws as to regulation of lamps, signs, and over- 
hanging structures, to be administered by... 164 ( 1) 

Proposed byelaws to be sent to 164(4) 

May take proceedings in frontage cases < 171 

Local Government Board — 

Byelaws to be submitted to 164(3-5) 

Lodging house a public building in certain cases ...5(27) 

London, definition of 5(40) 

London Chamber of Commerce (incorporated)— 

Proposed byelaws to be sent to 164(4) 

London Gazette — 

Regulations as to applications for building on low- 
lying land to be inserted in 124 

Notice in, two months before applying to Local 

Government Board for allowance of byelaws 164 (4) 

Byelaws after confirmation, to be published in ...164 (5) 
London School Board, exemption of certain buildings 21 
Low-lying land — 

Rules relating to buildings to be erected on 122 

Appeal from certificate of engineer 122 

Power of Council to make regulations as to applica- 
tions for building on ... ... ... ... 122 and 123 

Regulations to be inserted in '* Gazette " 124 

Fees for buildings on ... ... ... 3rd Sch., Pt. III. 

Applications to Councilin respect of building on ... 123 
Penalty for building without sanction ... 200 (9) 

Penalty for breach of conditions 200(10) 

Low PRESSURE defined 66 (5, last par.) 

Mansion House, exemption of 2(1 (2) 

Market gardens, as to buildings ou 15 (1) 

Means op escape. (See *' Fire.") 

Metropolis Management Acts, meaniog ot 5 (39) 

Metropolitan Railway (Additional Powers) Act, 1866, 

repeal of Section 50 214 

Metropolitan police buildings, exemption of... ... 202 

Middlesex County Council buildings, exemption from 

Parts VI. and VII ... 201 (5) 

Modification of rules as to open spaces about bailding8...41 (2) 
Monthly returns to be made by district surveyors ... 160 
Naming of streets and numbering of housfs— 

Notice to be given to Council before name is given... 32 
Name Qot to oe set up until one month »fter notice 32 
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Naming of stbeets and numbering of houses section 

{eontinued) — 
Names to be painted or afSxed on streets by local 

authority ... ... ... .•• ... ••• 33 

Council may alter the name of any street 34 

Notice to be given by Council to local authority 

before altering name 35 

Council to give notice by placard or circular of 

intention to alter name 35 

Council may order any houses in any street to be 

marked with numbers 36(1) 

Numbers of houses required to be marked to be 

specified in order 36 (1) 

Order to be sent to local authority to carry out ...36 (2) 
Local authority to give notice to owners or occupiers 

to mark houses with numbers ...36 (3) 

In default of occupier the local authority may cause 

number to be marked and recover expense ...36 (4) 

Council to name streets and number houses in 

default of local authority 3? 

Register to be kept by Council of alterations ... 38 

Persons may inspect register, and take extracts on 

payment of fees ..* .•. ... ... ... 38 

Neglected structures— 

Aa to service of notices, doc. Amendment Act, 1898 5 

Provisions as to 115 

Council may obtain order against owner to repair 115 (1) 

,, ,, enter and do work 115 (2) 

,, ,, remove materials and sell same... 115(3) 

„ ,, deduct or recover expenses ... 115(4) 

Provisions for enforcing payment of expenses ... 116 

Register of orders in respect of. 116(3) 

Fees on ... ... ... ... ... 3rdSch., Pt. IV. 

New building, meaning of. (See also ** Conversion.") 6 (6) 

New buildings, fees on 3rd Sch., Pt. I. 

New streets. (See ** Streets.") 

NON-COMPLIANCa — 

With notice, proceedings as to 153 

,, «, penalty for 200 (2) 

With conditions attached to consent 200 (10) 

Notice. (See also '* Dangerous structures " and 
"Offences.")— 
To set back buildings ... Am,endment Act, 1898 3 
Under Section 3 of Am,endment Act, 1898, to be 
deemed a notice under Part II, of Principal Act 

Am>endment Act, 1898 3 (2) 
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l^OTicB (oontinued)— sbotiok 

In relation to danyerotis or neglected structures 

Amendment Act, 1898 5 

Of intention to ^iden street 10(4) 

To set back a building 14 

To be given to certain parties as to general line 
ceruuca w6 ••• ••• ••• ••• ••■ ••• ^4 

As to exercising rights of adjoining owners 90 

By building owner when about to enter to do work... 92 

As to underpinning 93 

To owner and occupier as to dangerous structure ... 106 
Proceedings to enforce compliance with last-named... 107 
By owner of dangerous structure in case of arbi- 
wTauon ... ... ■«. ... ... ••• ... I-Xf t 

To district surveyor 145 

To be primdfdcte evidence of intended work ... 147 

Works in certain cases may be commenced without 149 
District surveyor to serve on builder when proposed 

work objected to 150 

Of irregularity to builder 151 

Of irregularity after completion of building 152 

Of irregularity to apply to owner, occupier, &c. 152 (3) 
Summary proceedings on non-compliance with ... 153 
Council may make byelaws as to forms of ... 164(1) 

To district surveyor when wall to be thickei^ed 

IstSch., Prel. 11 

Provisions generally as to 187 (1) 

service oi... ... ..• •>• ... ... ••• j.oo 

Service of, when person not to be found 196 

Notification of irregularities to be given to Council by 

district surveyor 163 

Noxious businesses. (See also *' Dangerous busi- 
nesses.") — 
Provisions as to ... ... ... ... ... ... 118 

Buildings near 119 

Definition of 119(4) 

Provisions as to old 120 

Gasworks and distilleries exempted 121 

Penalty for erection of building near 200 (7, 8) 

NuMBKKiNO of houses. (See *' Naming of streets.") 

Oak or teak, &c., may be sanctioned in external 

waxis •«. *•* ... ••. ••• ••• ••• t/v 

Oath may be administered by Tribunal of Appeal ... 183 

Obstructions in streets— 

Rules as to ... 199 

Exemption of City from provisions as to 199 
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OCCXJPIKB— SECTION 

Definition of ... ... .. ... 5 (30) 

Yearly tenants 5(29) 

ijOQ^ers ... ... ... ... ... ••• ...o^ovj 

Adjoining... ... ... ... ... ... ...5(32) 

Dangerous structarp, liability of 107 

Notice of irregularity to apply to 152(3) 

Expenses deducted from rent of 173 

Offences against Act. (See also ** Not ice.")— 

Application of penalties in respect of. 169 

Penalties for 200 

Definition of ... ... ... ... ... ... 200 

Forming street without Gouncirs conseut ... 200 1-a) 
Erectiog or permitting obstruction in street 200 (1-6, c) 

Hindering traffic in street 200 {1-d) 

Non-compliance with notice 200 (2) 

Erecting buildings beyond general line or infracting 

conditions of consent 200 (3-a) 

Erecting any building contrary to Part III. ... 200 (Z-q) 
Amendment of above section Amendment Acty IS9S 7 
Erecting any building contrary to Part V. ... 200 (3-6) 

Failing to comply with Part VI 200 (3-c) 

„ „ with notice under Part VII. 200 3-rf) 

A7nendm£7it of above section Amendment Act, 1S9S 7 
Setting up any erection under Part VII. without 

licence ... ... ... .... ... ... 200 (3-e) 

Amendment qf above section Ame7idm£nt Act, 1898 6 and 7 
Hindering any person from executing work ... 200 (4) 

Failing to do work under Part VIII 200 (5) 

Refusing to admit purchaser of materials, &c. 200 (6) 

Erecting building near d ngerous or noxious 

business ... ... ... ... ... 200 (7) 

Carrying on dangerous or noxious bu-siness ... 200 (8) 

Adapting building contrary to Part X[. ... 200 (9) 

Failing to comply with conditions of consent 200 (10) 

Erecting sky sign without consent 200 (11-a) 

Failing to serve building notice 200 (11-6) 

,, ,, commence work within period ... 200 (11-6) 
Refusing to allow district surveyor to inspect 200 (ll*c) 
Failing to comply with order of court ... 200(ll-rf) 

Refusing to admit bui'der to carry out order 

of court 200 (ll-«) 

Doing work without consent of builder ... 200 (11-/) 
Refusing to admit builder to execute work ... 200 (11-^) 

Storing wood, &c., without consent 200 (11- A) 

Doing any other thing contrary to this Act 200 (ll-j) 
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Offences agsindt Act (continued) — sectiov 

Unauthorised conversion of buildings ... 200(12) 

Persons not to be punished twice for a\me offence 200 (1^) 

Offensive businesses, regulations as to 118 

Office of district surveyor. (See also '* District sur- 
veyor.") — 

To be approved by Council 141 

Situation of to be notified to local authority 141 

Offices not included in term '* domestic buildings " ... 39 

Officers — 

Of Tribunal of Appeal, provisions as to 180 

Of Council to continue in office 217 

Old bailey (Sessions House) exempt from Parts Yl. 

and VII. 201 (5) 

Old BUiiiDiNG, fees for certifying plans of 3rd Sch., Pt. I. 

Omission of footings to walls in certain cases ... 87 (6) 

Openings and recesses— 

Ku'es as to ... ... ... ... ... ... 04 

Architect may sanction modification of rules... 54 (3) 

Openings in party and external walls 77 (3) 

Openings in party walls — 

Fees for inspection of 3rd Sch., Pt. I. 

^ees for inspecting clobing of 3rd Sch., Pt I. 

Prohibited unless in accordance with Act ... 54 (3) 

Openings in cross walls and recesses ... 1st Sch., Misc. 1 

Open sheds, district surveyor mav approve 1st Sch., Prel. 1 

Open spaces about domestic buildings— 

General provisions as to open spaces 39-52 

Lighting and ventilating basements 40 

Extent required at rear of when erected on streets 

formed after commencement of Act ... 41(1) 

Horizontal line, how to be drawn 41 (1) (iii.) (a, 6, c) 
jippeai as lo ... ... ... ... ••. ... 4l 

Di^onal line, how to be drawn ... 41 (1) (iii.) (d, e) 

When land at rear abuts on street or 

ox>en space 41 (1) (iii.) (A) 

In case of corner buildings 41 (1) (iv., v., vi.) 

Council may modify rules in exceptional cases 

41 (1) (iv., Ti) 
Modification of rules as to in case of new buildings in 

streets formed before commencement of Act ...41 (2) 
Used by working classes and abutting on street ...41 (2) 

When abutting upon Thames or open space 41 (2) 

Used by working classes and not abutting on street 42 
Domestic buildings on old sites, saving as to ... 43 
As to buildings on cleared areas 44 
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Open spaces about domestic buildings {eontinued) — section 

Rules as to, when courts within a building 45 

Architect may define front or rear of Imildiit^ in 

relation to ..< .«. ..« ... ... ... 46 

'Re-eroetion of certain working-class dwellings by 

local authority 51 

Saving for domestic buildings with stables in the 

X Ocir ••• ••• ••• ••« ••• •■• ••• «/m 

Orders to be under seal of Council 187 

Oriel windows — 

Rules as to ... ... ••• ... ... ...73 (6) 

Fees payable to district surveyor ... 3rd Sch , Pt. III. 

Ovens — 

Floors under ... ... ... ... ... ...66(1) 

Floors over ... ... ... ... ... ... 67 

Fees payable to district surveyor ... 3rd Sch., Pt III. 

Overhanging walls. (See also ** Walls.") — 

Rules as to 1st Sch., Prel. 2 

Outbuildings— 

Included in calculating area for fees ... 3rd Sch., Regs. 5 

Outside landings and staircases, construction of ... 73 

Owner. (See also " Adjoining owner," ** Building 
owner,'* " Dangerous structures," ** Neglected 
structures i"^ 

Definitions of ... 5 (29), 15 (2), 23, 134 

Notices to be sent to when line of frontage defined... 24 

Rules as to exercise of rights of adjoining 87 

Rights generally of adjoining 87-101 

Notice of irregularity to apply to 152(3) 

Payment of expenses by 173 

May, after seven days* notice to occupier, enter 
premises to do work required 192 

Parapets to external walls — 

xtiUies as bO .«•■ ... ... ... ... ... o/ 

No fees to be paid for, in certain cases 3rd Sch., Regs. 4 

Pargeting flues. (See "Chimneys and flues.'*) 

Partitions and floors. (See ** Floors.") 

Party arches. (See ** Arches.") 

Party fence wall. (See ** Adjoining owner.'*) — 

Definition of ... ... ... ... •.• ...5(18) 

May be raised or pulled down, and rebuilt as party 
wall ... ... ... ... ... ... 88(12) 

Exercise of rights by adjoining and building owners 

Part VIII. 

Expenses ... 95 (2) (e, /), &c. 

Exemption in certain cases ,. . 2Q1 (13) 
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SECTION 
xARTx FLOOR ••• ••• ••• ••• ••• ■•• ftJL^Lj 

Party structure— 

Definition of ^(20) 

Expenses. (See also "Arches.") 95 

Party wall — 

Definition of ... ... ... ... ... ...5(16) 

Repairs when not affecting 209 

When deemed to be ... ... ... ... ... 58 

Height above roof, dormer, lantern light, kc. ... 59 

v/uasos in ... ... ... ... ... ... ... ovi 

Openings in 54(3) 

Openings in, if buildings taken together would exceed 

in extent 250,000 cubic feet 77(3) 

Fees to include both sides of 3rd Sch., Re^s. I. 

Rights of building and adjoining owners ... Part VIII 

On adjoining land 87 

Footings may be omitted in certain casts 87 (6) 

Appeal from award of arbitrator as to ... 91 (2) 

Saving as to lights in 101 

Ascertaining height of 1st Sch., Prel. 7 

When remainder of to be taken down 203 

Fees for inspecting openings in ... 3rd Sch., Pt. 1. 

Fees for inspecting closing of openings in 3rd Sch., Pt. I. 

Payino streets, saving as to powers of local authorities 213 

Payment — 

Of expenses of Act 189 

By owner in certain cases specified in Act 173 

Of fees to district surve^'or, when to be made ... 157 
Into court of surplus of proceeds of sale 172 

Penalties. (See ** Offence?. *) 

Petty Sessional Court may afHrm or disallow objection 

of district surveyor 150 

Piers. (See also * * Walls. ' ')— 

In domestic buildings 1st Sch., Pt. I., 10 

In warehouse buildings 1st Sch., Pt. II., 12 

Increase of thickness of walls by ... 1st Sch., Misc. 3 
Exempt from Parts VI. and VII. of Act ... 201 (1) 

Piles of loose timber exempt from Part VII 85 

Pipes — 

Rules as to hot air, water, steam, and other 66 

For rain water, to be affixed 73(7) 

Plane of roof — 

Warehouses 61 (3) 

Other buildings 61 (4) 
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TlANS — SECTION 

District surveyor to certify when buildings to be 

erected on old sites 13 and 43 

To be property of Council 194 

To be approved in writiuj^ 195 

Fees to district surveyor for certifying... 3rd Sell., Pt. I. 

Plastering, power of Council to make byelaws as to 164 (1) 

PoRCHEH AND PORTICOES, rules as to 73 

Power of entry. (See ** Entry.") 

Powers of Council. (See " Council.") 

Prescribed distance — 

Definition of ... ... ... ... ... ... 5 (5) 

As to buildings within ... 13 

Notice in respect of 14 

Compensation in certain cases 15 

In ways not being highways 16 

Council may sanction buildings within ... 13 and 17 

Appeal to Tribunal 13 

As to private roads laid out by railway companies ... 20 
Exemption of certain School Board buildings ... 21 

Re^peal qf Section l^of Principal Act as to 

Amendment Act, 1898 3 
Meaning of term in relation to height, doc., of working' 
cUas dtoellinga in certain streets 

Amendment Act, 1893 4 

Principal Act o/ 1894. (See " Acts. ") 

Procedure in certain cases Amendment Act, 1898, 8, 5, 6, and 7 

Proceedings — 

As to non-compliance with notice of irregularity ... 153 
May be taken by Council for district suiveyor ... 159 

Method of taking 166 

I May be continual by district surveyor's successor ... 167 

By local authority as to line of frontage ... ... 171 

Of Tribunal of Appeal how to be regulated 183 

Limitation of time where notice not given 193 

Not to be affected by removal of roof of building ... 198 
As to obstructions in streets 199 

Projections, general rules 73 

Public buildings — 

Definition of ... ... ... ••• ••• •••S (27) 

Stock Exchange buildings and premises to he deemed 
to he ... ... ... ^771071^711^91^ Act, 1898 8 

Accesses and stairs to be of fire-resisting material ... 68 

Supervision of construction of 78 

Not to be used as such until approved ... 78, par. 2 

Additional work on to be also approved ... 78 par. 3 



Index. 349 

Public buildikos {continued) — section 

Conversion of houses into 79 

Staircases in 80 

Doors of ... ... ... ... ... ... ...80 {e) 

Exemption of certain 201 and 202 

Fees on 3rd Sch., Pt. I. 

Public occasion, fees for erection of atands for 3rd Sch., Pt. I. 

Public wa\ — 

j\,rcnes over ... ... ... ... ..i ... /jl 

Arches under ... ... ... ... ... ... 72 

Fees for inspecting arches over or under 3rd Sch., Pt. I. 

Punishment of person twice for same offence prohibited 

200 (12), last par. 

Quay walls, exempt from Parts VI. and VII. ... 201 (1) 

Railway abches, rules relating to buildings under ... . 81 

Railway companies — 

Saving of powers under special Acts as to streets ...13 (6) 
Saving of powers conferred by any special Act 

A^nendment Act, 1898 3 (4) 
Exemption of private road or approach on property of 20 
Exempt from provisions as to line of frontage ... 31 

Buildings exempt from Part YII 86 

„ exempt from rules as to construction 201 (8) 
Exempt from provisions as to sky signs ... 125 (Hi.) 
Exempt from rules as to wood stores, &c. ... 197 (6) 

Raising of building allowed in order to comply with 

provisions of Act as to habitable rooms 50 

Rear of building, suptg. architect may decide which is 46 

Recesses and openings — 

Rules as to ... ... ... ... ... ... 54 

Suptg. architect may sanction modification of rules... 54 (3) 
Fees ... ... ... .. 3rd Sch., Pt. I. 

Provisions as to cross walls Ist Sch., Misc. 1 

Reduction of fees, compensation to district surveyor for 154 (2) 

Re-E£ECTION of dwellings for working classes 

13 ^5), 51 and Amendment Act, 1898 4 

Reference in repealed Acts to documents 218 

Refuge, deemed to be a public building in certain 

caseB •*• ••• •.. ... ... ..« ...V \^^t J 

REFUSAii to sanction street — 

Reasons to be stated, and grounds of. 9 

Of adaptation of ways for streets 11 

Instead of, conditions may in certain cases be im- 

UODvCL ••• ••• ••• ••• ••• ■•• ••• X«7v 

Register to be kept — 

Of conditional consents in cases of lines of frontage 28 
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Register to be kept {continued) — SeCTIOK 
Of alterations in street names and house numbers ... 38 
Of orders of petty sessional court relating to danger- 
ous and neglected structures . 116(3) 

Regulations and Rules under Act — 

Formation of new streets 7 

Adaptation of ways for streets (10)1 

Formation and widening of streets, to be printed and 

supplied free of charge 18 

Bressummers ... ... ... ... ... ... 56 

Chases in party walls 60 

Cod straction of roofs 61 

Chimneys and flues 64 

Projections generally 73 

Separation of buildings ... 74 

Uniting of buildings 77 

Conversion of houses into public buildings 79 

Expenses of party structures 95 

Dangerous and noxious businesses 118 — 121 

D welling-houses on low-lying land 1 22 — 1 24 

Conversion of buildings 211 

Hollow walls 1st Sch., Prel. 5 

Height of storeys 1st Sch., PreL 6 

Height of external and party walls ... 1st Scb., Prel. 7 
Thickness of walls in certain storeys in dwellings 

IstSch., Pt. I., 10 
,, of walls in certain storeys in warehouses 

1st Sch., Pt. II., 12 
of walls in domestic buildings 1st Sch., Pc. I. 
of walls of buildings of materials not speci- 
fied Ist Sch., Pt II., 13 

,, of walls of warehouse buildings 1st Sch., Pt. II. 

,, of cross walls 1st Sch., Misc. 2 

Thickening walls by piers 1st Sch. 

For calculating area of buildings for fees 3rd Sch., Regs. 5 

Iron and other buildings 82 (3) 

Temporary buildings 83 

Wooden structures 84 

Appeal in case of building on low-lying land ... 123 

To be published in *' Gazette " in certain cases ... 124 

Under existing Acts to remain in force 216 

Remainder of party wall, when to be taken down ... 208 
Removal — 

Of members of Tribunal of Appeal 177 

Of roof not to aflect proceedings 198 

Remuneration of members of Tribunal of Appeal ... 179 
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SECTION 

Rent, deduction of expenses from 173 

Repair of buildiDg, as to 64 and 209 

Repeal of Acts. (86e also " Acts.")— 

jCiXvenL} otc* ••• ••• ••• ••• ••• ••• ^xo 

Statutes repealed, &c 214 and 4th Sch. 

Retaining walls, exempt from Parts VI. and VII. of 

1894 Act 201 (1) 

Retort house, exemption as to cubical extent 75 

Returns of fees — 

To be made by district surveyor monthly 160 

,, evidence of proper completion of work ... 161 

I, auuneci ... ... ... ... ... ... i.\}£ 

Return walls to be bonded together ... 1st Sch.; Prel. 2 
Right of appeal. (See ** Appeal, Right of.") 
Rights — 

Of adjoining owners, &c., reserved 17 and 101 

Of building and adjoining owners. (See "Build- 
ing owner" and ''Adjoining owner.") 

Of City. (See "City.') 
River Thames. (See ** Thames.") 
Roads. (See ^'Streets.*') 
Roadway. (See also " Centre of roadway.") — 

Definition of 
Roof— 

Height of party wall above 

Construction of ... 

Trap doors, &c., in 

X iCaUC Ol ••• ••• ••• ••• ••• 

Storeys in 

Removal of, not to affect proceedings... 

Rooms over stables, rules as to 

Royal Institute of British ARCHiTEcrs — 

To examine candidates for district surveyorships 

Proposed byelaws to be sent to 
Rules. (See " Regulations.") 
St. Paul's — - 

Special provisions as to buildings, streets, fcc, 
within 2 miles of 12,13(2) 

Engineering workshops, &c., of certain class not 

within 2 miles of 75 

Sanctions of Council. (See "Consent.") 

Salaries may be paid to district surveyors by 

Council... •.• ••« ••• ••• ••• ••• 158 



6(3) 
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... 62 


• • • 


... 198 
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70 (l-g) 
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... 140 
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164 (4) 
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Salk of building— 6ECTI0K 

Surplus proceeds of, payment into cottrt • 172 

Power to Ooancil with re82)ect to 170 

Swings. (See also ** Exemption.") — 

Of powers conferred upon railway companies by any 

special Act AmendfneiU Act, 1B98 3 {i} 

In respect rf height qf working-doss dwellings in 

City Amendment Actf 1S9S 4 

In relation to powers, qf gas companies 

AmendmerU Act, 1898 9 

Rights of City reserved 4 and 215 

For City as to byelaws 165 

Dwelling-houses for working classes ertcted by local 

authority before passing of Act 51 

Open spaces to domestic buildings with stables at 
rear .*• ••• ••• •■• ■*• •■• ••■ o^ 

Gas companies, existing rights 205 

Powers of local authority in relation to paving ... 213 

Buildings commencerl before Act 212 

School Board BUILDINGS, exemption of certain ... 21 

Skal to be affixed to Orders of Council 187 (2) 

Security to be given by building and adjoining owners 94 
Semi-detached houses to be considered as one build- 
ing ior certain purposes ...73(1) 

Separate sets of chambers — 

Fee not to be charged on each set ... 74 (3, last par.) 
When divided by party structures, fees on 3rd Sch , Pt I. 
Separation of buildings. (See also "Cubical ex- 
tent ")— 
XvUies as lo ••• ••• ... ••• ... ••• /^ 

Service of notices. (See also " Notice.") — 

Rules as to ... ... •*. *.. *«■ >.. 188 

When person not to be found 196 

Relating to dangerous or neglected structures 

Amendment Actf 1898 5 
Sessions Houses, exempt from Parts YI. and YII. 201 (5) 
Shelter to be deemed a public building in certain cases 5 (27) 
Sheds (open), may be built with approval of district 

surveyor ••• ••• ••• ••• 1st Sch., PreL 1 

Shops, dwelling-houses being converted into ... 211 (6, 7) 
Shop fronts — 

Woodwork of ... ... ... ... ... *.- 55 

Generally... ... ... ... ... •*• 73 (8) (4) 

Short title of — 

London Building Act, 1894 1 

Amendment Act, 1898 ... ... ... ... 1 
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Sky signs — section 

Definition of and exemptions from rules as to ... 125 

District surveyor to inspect and survey 126 

Prohibition or future erection of 127 

Regulation of existing 128 

Erected under Act of 1891, renewal of licence 1S9 (1) 

,, after 24tb Aug., 1898, renewal of licence 129 (2) 

Applications for renewal of licence for ... 129 (3) 

Fee payable to Council in respect of 129 (8) 

Fee payable to district surveyor for inspection of 129 (4) 

District surveyor to grant certificate 129 (5) 

Form of certificates, relating to 129(5) 

Alteration of when district surveyor refuses certifi- 

ca vC •.. ... ... *•■ ... ... X o V \X J 

District surveyor may grant certificate if satisfied 

with alteration of 130 (2) 

Fees payable to district surveyor in respect of re- 
inspection 130 (3) 

Distnct surveyor to send to Council copy of refusal 

to grant certificate ... ... ... ... ... 131 

^^ppeai as xo ... ... ... ... ... ... xoju 

Forfeiture of licence in certain cases 133 

Definition of * * owner * ' in relation to 134 

Council may take proceedings for removal of ... 134 

In City to be regulated by Commissioners of Sewers 135 
SFACE8 ABOUT fiuiLiiiNGS. (See ** Open spaces about 

domestic buildings.'*) 
Special and tempobaby buildings and wooden 

stbuctubes— 
Special buildings to which other rules of Act are not 

applicable to oe approved by Council 82 

Not to exceed 250,000 cubic feet 82(2) 

Rules may be made by Council as to applications ...82 (3) 
Expenses of obtaining approval payable by builder 82 (4) 
District surveyor to have copy of approved plans of 82 (5) 
Temporary buildings and structures, control o', by 

Oouncii... ... ... ... ... ... ... ot5 

Limitation of term of licence 83 

Wooden structures, except certain hoardings, not to 

be erected without Councirs licence 84(1) 

Exemption for certain temporary structures erected 

in connection with building operations 84 (2) 

Exemption of City 84(2) 

Piles of loose timber, &c., not to be regarded as 

structures ... ... #.. <. ..• ... 85 

Exemption of 3tructpre8 of railway companies ... 86 
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Special and tempobaby buildings and section 

WOODEN STBUCTITBES {oOTltimied) — 

Penalties in respect of 200 (3) (d and e) 

AmeTidment of above sections 

Amendment Act, 1898 6 and 7 
Fees on. (8ee "Fees.'*) 
Fees on structures put up on any public occasion 

SrdSch., Pt. I. 

Special case — 

On difference between building and adjoining owners 91 (5) 
Tribunal of Appeal may state for High Court ... 182 

Special Service fees — 

Payable in relation to dangerous structures 113 

Payment of ordinary and ... ...' 154 

Payable in certain frontage and street cases 155 

,, respect of specified works 3rd Sch., Pt. III. 

Special stjbvetob, as to appointment of 144 

Spires. (See '* Turrets.") 

Square, definition of... ... ... ... ... ...5(23) 

Stables — 

At rear of domestic buildings, saving as to 52 

Construction of habitable rooms over... .%. 70(1-6) 

Stands, public, fees for inspecting erection of 3rd Sch., Pt. I. 

Staircases — 

In public and certain other buildings, rules as to ... 68 
Ventilation of ... ... ... ... ... ... 69 

jiiZiornai ... ... ... ... ... ••. ••• to 

In churches, &;c.... ... ... ... ... ... 80 

In buildings containing separate sets of chambers to 
be of fire-resisting materials 74(3) 

Steam boiler, fees for superintending fixing of 

3rd Sch., Pt. III. 

Steam pipes— 

Fees for superintending fixing of ... 3rd Sch., Pt. III. 
General provisions as to 66 

Steam vessels, buildings for manufacture of machinery for 75 

Stone walls, construction of ... ... 1st Sch., Prel. 2 

Stores, wood, &c., rules as to 197 

Storeys — 

Definition of 5(11,12,13,14) 

Height of, how measured 1st Sch., Prel. 6 

In roofs, rules relative to 62, 70 

At top of high buildings to be'provided with means 
of e<icape in case of fire ... ... ... ... 63 

Conditions as to, when exceeJing Certain height 

1st Sch., Pts. I. and II, 
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Storing timber — segtiok 

XV uIGb ftS vO ••• ••• ■•• ••• ••• ••• XVf 

Penalty for improperly 200 (11 -A) 

Stoves and stove pipes, &c. — 

Fees for superintending fixing of ... 3rd Sch., Pt. III. 
Streets — 

Definition of ... ... ... ... ... ... 5 (1) 

To be made in accordance with provisions of Act ... 6 

To be sanctioned by Coancil 7 

Evidence of commencement to form 8 

Grounds of refusal by Council of applications for ... 9 

Gradient not to exceed 1 in 20 9 (6) 

Exemption of City from certain rettrictions as to 9 (4, 5) 

Adaptation of ways for 10 

Grounds of refusal by Council of adaptation of ways 11 
Greater width in certain cases may be required ... 12 

Position of new buildings in 13 

Greater width from centre of, may be required ...13 (2) 
Naming and numbering of. (See ** Naming.") 
Width of. (See " Width of streets and ways.") 
Railway companies, saving for special Acts of ...13 (6) 

Compensation in certain cases 15 

Exemption of railway companies* private roads ... 20 
Fees may be paid by Council to district surveyor in 

relation to formation of 156 

Obstructions in 199 

Exemption of City from rules as to obstructions in ... 199 
Saving of powers of local authority as to paving ... 213 
Structure. (See **Buildine8," ^^ Dangerous," '* Neglected," 
" Special buildings. > — 
Meaning of, under Part IX., as to neglected and 

dangerous structures 102 

A s defined in Part IX. of Principal Act to have same 
meaning in Amendment Act^ 1898 

Amendment Act, 1898 5, last par. 
Superintending architect. (See *' Architect.") 
Surplus proceeds of sale, as to payment into court ... 172 
Surveyors' Institution, proposed byelaws to be sent to 164 (4) 
Teak or oak may be sanctioned in external walls ... 55 

Temporary buildings. (See '* Special and temporary 

buildings.") 
Thames, open spaces at rear of houses abutting on ... 41 
Thames Conservancy, workshops and stores exempt 

from Parts VI. and VII 201 (8) 

Thickening of walls. (See •* Walls.") 

Thickness of parapets to external walls 57 
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SECTION 
Thickness of walls and cross walls. (See *' Walls.") 

Timber in external walls, rules as to 55 

Timber stack not fixed to ground exempt from Part VII. 85 
Timber storing— 

Rules as to ... ... ... ... ... ... 197 

Penalty for illegal 200 (11-A) 

Time limit — 

Within which Councirs decision, &c., must be given 

9, 10, 11, 15, 16, 24, 82, 35, 42, 44 
Within which superintending architect's certificace 

as to line of frontage to be issued 22 

For temporary buildings 83 

For proceedings when notice not given 193 

To be extended when expiring in vacation 174 

Title— 

Of London Building Act, 1894 1 

Of Amendment Actf 1898 .. J mendment Act^ 1898, 1 

Topmost storey. (See also '* Walls.*') — 

Definition of ... ... ... ... ... ...5 (14) 

Exempted from provisions as to height in certain cases 50 

Construction of 62 (2) 

Towers. (See ** Turrets.") 

Trap doors to roofs, rules as to 61 (2) {b) 

Trinity high water mark and dwelling houses on low- 
lying land ... ... ... ... ... ... 122 

Turrets, &c. — 

Construction of roofs and frames of ^1 (1) 

May extend above diagonal line in relation to open 

space at rear of building 41(l)(iii.-«) 

May extend above height allowed for buildings ... 47 

Projecting from building 73(6) 

Underground ROOMS. (See also '' Basements.') Saving 
for provisions of the Public Health (London) Act, 

1891, in relation to 70(l)t/) 

Underpinning. (See also ** Adjoining owner.") — 

Building owner to underpin if required 93 

Building owner to give two months' notice to adjoin- 
ing owner of intention to underpin 93 (1) 

Of walls, &c., rules for Ist Sch., Prel. 10 

Uniting of buildings. (See also "Cubical extent," 
and ** Separation of buildiogs.") — 

Prohibited except when in one occupation 77(1) 

Buildings when united must conform with Act ...77 (2) 
Openings in walls if buildings would thereby extend 
to more than 250,000 cubic feet 77 (3) 
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Vacancies oa Tribunal of Appeal 178 

Vacations, extension of time for decision daring ... 174 

Ventilation, &r. — 

Of basements 40, 41 (1-i.) 

Of floors of buildings 70(l-d) 

Ofstaircases 69 

Of courts within buildings 4ft 

Windows to habitable rooms 70 {Ic) 

Verandahs, construction of 73 

Walls. (See also ** Height of storeys," ** Piers," and 
"Adjoining owners.") — 

Construction and thickness of. 53 & Ist Sch. 

Recesses and openings in party and external ... 54 

Timber in external 55 

Parapets to external 57 

Party, when deemed to be 58 

Height above roof of party 59 

Compensation to be paid when footings placed on 

land of adjoining owner 86(6) 

Footings may be omitted in certain cases 

87 (6) and 1st Sch., Prel. 9 
Exemption of certain walls from Parts VI. and VII. 

of Act 201(1) 

Buildings to be enclosed with 1st Sch., Prel. 1 

Not to overhang, except to extent of six inches 

1st Sch., Prel. 2 

Rules as to certain stone walls 1st Sch., Prel. 2 

,, walls not of stone, &c. ... „ ,,3 

„ walls of other materials ... ,, ,,4 

„ hollow walls ... ... ., ,, ,, 5 

,, height of external and party „ „ 7 

,, lengths of ... ... ... ,, ,, 8 

,, footings of ... ... ... ,, }) 9 

On bressummers, need not have footings „ ,,9 

Underpinning ... ... ... ... ,, ,, 10 

Not to be thickened except after notice ,, ,,11 

Thickening, by piers 

1st Sch., Pt. I., 10, Pt. II., 12, and Misc. 3 

Thickness of domestic 1st Sch., Pt. I. 

Thickness of warehouse ,, Pt. II. 

Recesses and openings in cross ... „ Misc. 1 

Cross 1st Sch., Misc. 1, 2 

„ when thickened by piers ... ,, „ 3 

Warehouse building— 

Definition of 5(28) 
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Wabehouse BUiLDiNa {eontinued) — Section 

Plane of roof of ...61(3) 

Cubical extent of 75-77 

Thickening walls of storeys by piers Ist Sch., Pt. II., 12 

As to extent of party wall above roof 59 

Piers ... ... ... ... ... Ist Sch., Misc. 3 

Thickness of walls 1st Sch., Pt. II. 

Way. (See also *' Width of Streets and Ways.")— 

Definition of 5 (2) 

Not to become highway, except under certain con- 

vll vlwuB ••• ••• ••• ••• ••• ••• ••• Xv 

Adaptation of, for street 10 

Wharf walls, exempt from Parts VI. and VII. 201 (1) 

Widening of street, notice by Council to set back 

buildings ... ... ... ... ... ... 14 

Width of space in froivt of loorking-eJass dwellings in 
certain streets in relation to height. Amendment 

JoLCvj XOvO ... ... •*• ... •.• ... 4 

Width of staircases in public buildings 80 

Width of streets and ways. (See also ** Streets," •* Centre 

of roadway," and ** Prescribed distance.") — 

Definition of " street " 5(1) 

Definition of ** way" 5(2) 

Definition of ** roadway " 5(3) 

General rules 11-17 

Greater width in certain cases 12 

Erection of buildings at less than prescribed distance 13 (1) 
Council may require buildings to be set back greater 

distance than prescribed 13 (2) 

Right of appeal in above case by person interested 13 (3) 
Council may consent to erection of buildings within 

prescribed distance 13 (4) 

Alteration or re-erection of old buildings if plans 

certified by district surveyor 13 (5) 

If plans not certified by district surveyor, buildings 

to be erected as if on new site 1 3 (5, par. 2) 

Working-class dwellings on streets, and conversion 

of other buildings into same 13 (5, par. 2) 

Saving in above case if dwelling house erected by 

local authority before passing of Act ...13 (5, par. 3) 
Height of certain working-class dioellings in relation 

to ... ••• ... ••• ^mcndrnent A.ct^ 1898 4 
Saving for railway companies in certain cases 13 (6) 

Notice may be given by Council to set back buildings 14 
Repeal of a^ove section and substUttting section 

Amendment Act, 1898 3 (3) 
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Width op stbebts and ways (continued)— section 

As to compensation in certain cases 15 

When no^ a highway 16 

Buildings erected after commencement of Act, and 

affecting ways not being highways 16 

When conditions of consent not complied with, way 

not to become a highway 16 

Saving as to buildings erected before 1878 ...16 (last par.) 
Conncil may sanction erection of buildings at less 

than prescribed distance in ways not being 

XlXff ll v« OjTo ••• ••• ••• ••• ••• ••• Xi 

Window dressings, construction of 73 

Window sashes, rules as to 55 

Windows. (See also ** Ventilation.") — 

In habitable rooms may open into conservatory 70 (1-c) 
Opening into court 45 (par. 2) 

Wooden PLUGS. (See ** Chimneys and Flues.") 

Wooden structures. (See ''Special and temporary 
buildings.*') 

Wood stores — 

I Rules as to 197 

Penalty for in fraction of rules 200 (11-^) 

Woodwork — 

In external walls, rules as to .. 55 

In party walls ... ... ... ... ... ... 56 

Near chimneys and flues. (See ''Chimneys and 

UU68. )'** *** *** *** *** *** 04 K£i£ij 

Work — 
, Not to be done to public building after certificate 

has been given unless approved by district sur- 

T OjT Oa ••• ••• ••• ••• ••• ••• ••• /O 

Building owner to enter and do 92 

May in emergencv be commenced without notice ... 149 
District surveyor s return to be taken as evidence of 

! proper carrying out of 161 

Owner to enter and do 192 

Builder to enter and do 192 

WORKINO-OLASS DWELLINGS — 

Prohibition of erection within prescribed distance if 
exceeding certain height 13 (5) 2nd par. 

Provisions in relation to height^ Sfc^ of, in certain 
streets ... ... ... .,. Amendment Act, 1S9S 4 

Local authority may re-erect dwelling house if erected 
before passing of Act 13 (5, last par.), and 51 

Open spaces at rear of dwellings on public way ...41 (2) 

Open spaces f^t rear of dwellings not on public way... 42 
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